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lee Pi . 7. 


4- BOLTS 
4- WASHERS 
4-NUTS 


Cu REQUIRE AT Top 
102-202-886 PRONG 


4— WASHERS 
4-NUTS 
U 
' | OB-202-18 PRONG 
4- WASHERS 
4-NUTS 
D-— REQUIRE AT TOP 
} O2-202-16 PRONG 
2- BOLTS 
8 - WASHERS 
2- NUTS 
F— Require at Yor 
3- BOLTS 
3~ WASHERS 
REQUIRE AT INTERMEDIATE 


TEs 
ALL BOLTS, WASHERS & NU 


CALLED ON THIS ORAWING 
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EXTERIOR WALL STRUCTUR 
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‘92-201-212| 


02-20I-H | 


02-201-204 
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02-201-205} 
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BEFORE WALLIS ERECTEO. 
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joz-20r216 


02-201 -1 
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02-201-218 


02-201-5 
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y A _302-201-5 
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A— REQUIRE AT toP 
i-02-202-116 PRONG 
4~ WASHERS 
4- NUTS 
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BOLTS 
4~ WASHERS 
4~ NUTS 
B—__ REQUIRE aT TOP 
j- 02_ 202-116 PRONG 
2- BOLTS 
2- WASHERS . 
2- NUTS 


REQUIRE AT INTERMEDIATE 
I~ 02-21 2-18 PRONG 

4- WASHERS 

4- NUTS 


c~- REQU'RE AT TOP 
1-02-202116 PRONG 


4- WASHERS 
4- NUTS 


REQUIRE AT INTERNEDIATE 
'-02-202-18 PRONG 
~- BOLTS 


4- WASHERS 
4- nuTs 


D-— REQUIRE AT TOP 
i-02-202-18 PRONG 
_2-~ BOLTS 
2- WASHERS 
2- NUTS 


3- BOLTS 
3- WASHERS 
3- NUTS 


REQUIRE AT INTERMEDIATE 
4= Wieliers 
4- NUTS 
IR 
4- WASHERS 
4- NUTS 


F—__REQUIRE AT TOP 
4- BOLTS 
4- WASHERS 
4- NUTS 


REQUIRE AT INTERMEDIATE 
80LTS 


ALL BOLTS, WASHERS @ NUTS 
CALLEO OUT ON THIS DRAWING 
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WE EXTERIOR WALL STRUCTURE 
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TOP WALL SPACER 
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WALL 
F. 





INTERMEDIATE 
PACER (R 


INTERIOR WALL. - 
a tPANEL (REET 


406-1600 
S| {WATER BARRIER 
ae BASE GOVE 
REF, 


aA 





BOTTOM SPACER 
REF, 


EXTERIOR Y 
WALL PANEL _ iG 
(REF) 4 ASPHALT TILE 
{ FLOOR (REF 
; {REED A” 
4 2 ts 
BOTTOM WALL 
SPACER {REF 
002-202-107 
. _SHIMS 
4 02-202-135 
SILL PLA EXP. SHIELD 
{REF.. 
ee: YP SECTION THR 
ANGHOR BOLT ASSEM. 





INTERIOR WALL 








FLUSH WITH FINISHED FLOOR ASTER 
EXTERIOR WALLS ARE INSTALLED. OSTRON 
® co neadiagalge 


ERECTION MANUAL 
92-112") a nme: INTERIOR-EXTERIOR WALLS— 
. MOISTURE BARRIER : SECTIONS THROUGH 
i NOTE: PREPARED 8Y DATE EFF. 
TYPIGAL SECTION THROUGH THIS PACE SUPERSEDES ee ante 1201 & SUB. 
EXTERIOR WALL | EM-O2 AT HOUSE NtJ209, |" _| 7-14-49 |—~opawing _nONBER 


30) aus | EMO2B-S1.i 











a/he “BOTTOM OF 
CEILING RUNNER - 


CEILING PANEL / 



















ToP- 
WALL SPACER 
INTERIOR WALL PANEL INTERIOR WALU! PANEL 
WALL STUD WALL STUD 
97 3/8" FROM CEILING PANEL 
INTERMEDIATE INTERMEDIATE 


TO CONCRETE FLOOR 


WALL SPACER WALL SPACER 


INSULATING CONCRETE POURED FLUSH 
WITH FINISHED FLOOR AFTER 
EXTERIOR WALLS ARE ERECTED. 












LS-4-368 (1/4-20x21/4) 
AN OL 


1/4 FLAT WASHER 
INTERIOR WALL PANEL - 


BASE COVE MLDG. 


ASPHALT TiLE FLOOR — BP ACER 


eee E 02-202-197 
t > SHIM PLATES 


ed 1 
EZTET IIL LT PIF TTI 
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EXTERIOR 
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SY: ta. 


S| NSULATING PONCRETE (POURED 
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entzor) 
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BOLT 








‘TYPICAL SECTION THROUGH 
INTERIOR WALL 


DSTHIN. 


CORPORATION 





TARE TYPICAL SECTIONS- 
THROUGH INTERIOR & EXTERIOR WALLS 


PREPARED BY 





TYPICAL SECTION THROUGH 
EXTERIOR WALL 









NOTE: THIS PAGE SUPERSEDES EM-02-B-31.1 
AT HOUSE #2601 






= RELEASE NO. | DATE 
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ta geter 
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eo : “RELEAS NOT OA 
“ZLOCKWASHE A (15833-1681 NP-714 17-14-49 










aS 


EXTERIOR WALL 





'¥o~43X 8" HEX. HD.BOLT ILS6-168) 
My LAT wrdnen(t.s435 -9165) 






DETAIL"B" 





,6LG.FLT. WASHER 
(LS435-7168) 






13-13X1" HEX.HD. BOLT11S8-16B) 
72'LG. FLAT WASHERILS4?5- 


V"LOCKWASHER (LS433- 3168) 
14°13 HEX. HO.NUTILSO02-6B) 


NOTE: . 
"ALL VIEWS TAKEN FROM | K— 
BATH ROOM SIDE. ns 
| | : TSTRON 


CORPORATION 


ERECTION “a MANUAL 


TITLE INSTALLATION-SERVICE WALL 


PREPARED OY] DATE [EFF 500] & SUB. 


DETAIL'A” — . W. 6.6. 17-14-49 DRAWING NUMBER 
| Le EM-02-B-401 







“DETAIL” 











02-501-130 
02-50)-171 
02-SOI-171 


02:°501-173 


SEE DETAIL 
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02-50-17 


02-501:173 
02-501-135 


FOR DETAIL “A” 02-50°-117 


< —_ 
NN 4-0 NE “Bt 
_ SEE EM-02-C-60.1 FOR INSTALL. P S) 


OF FALSE RUNNER TO WALL Ss m7 ¥ SEE OE TAIL 
2-0 wee 


22"¢ OF TRUSS TO ¢ OF WALL 


| . ON SEE DETAIL 
inStALEANIG HOFLINTEL vO” NO a . EM-02-C-60,8 02-50r-N7 
PORGH POST. eo 


<S) ‘ 02:501-146 ® 


SEE STEP"1 EM-02-G- 5p.) FOR 
INSTALL, OF LINTEL TO WALL 


02-501-1:6 


02-501-52 
CLINTELIREE) 

02-501-27 FALSE RUNNER 

SEE DETAIL "8" EM-02G-60.1 FOR NOTE: 

INSTALL. OF FALSE RUNNER TO wit 

LINTEL. ALL DETAILS NOT OTHER- 
WISE NOTEO APPEAR ON EM-02-C- 

O260K14 10.12 AND EM-02-C-10.14 
02-50H40 





RELEASE NO. 
NP-658 





-02-501149 
O25011I7 
02-50FN7 


02-501 134 


aS FRONT 





OSTRON. 


mre = INSTALLATION- TRUSSES 


PREPAHED BY | DAT F- 6 @& SUB 
W.€.6. 5- 3-49 DRAWING NUMBER 


v8, | EM-02-G-10.10 


MANUAL 


3-4 | 


nae 











RELEASE NO. | DATE 
NP-329 1-20-49 


‘| _NP-664 5-19-49 










02-50}-30 
CENTER CONNECTOR 
























-~02-501-90 REF. 
CENTER CONNECTOR 


HALF TRUSS 


02-502-i21 
BOLT 


IN _02-501-215 
SHIP ASSEM. 









02-502 12! 
BOLT 
IN 02-50 -213 
SHIP ASSEM. 








02-502-123 
NUT . 
IN 02-501-213 amar DETAIL B. 
SHIP ASSEM. IN 02-501-213 
SHIP ASSEM. 
uv — i a - 
eeKwnnieR (5-18 UF. HEX NUT STL. 
MED.SPRING STL. eye 











CAD.PL. 
ASSEMBLY LS 431-516B 





HALF TRUSS 
ASSEMBL 





DETAIL G. 





OSTHEN. 


CURPORAT.On 





ERECTION — 


: MANUAL 
WHE HALF TRUSS ASSEMBLY 
; DETAILS 


PREPARED BY DATE [EFF 1) & SUB 


5-19-49 _|--—SRAWING NUMBER 
EM-02-G-I0.11 









RELEASE NO. [| DATE 9 
NP.329 1- 20-49 






TRUSS ASSEM. 
(REF } 


(REF.)- 






TRUSS ASSEM. 
(REF.} 
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ooo ans “CORPORATION ts 
: . ERECTION MANUAL 
seer ry rae Tne TRUSS TO WALL 
| eed INSTALLATION DETAILS 
peta. D TRUSS ASSEM. DETAIL IE . PREPARED 6Y | CATE, EFF. it @ SUBS. 
Fae ee ——TREF) aa eal REQHAY PT _|3-20-45 


DRAWING NUMBER 
EM-02-C-10.12 











WALL SECTION (REF) 











TRUSS ASSEM. 
i 02-502 -263 
THE-IN BRACKET 


® IN 02-501-21 
SHIPPING ASSEN. 





3" 
-18 XF-1G_HEX HD.BOLT 


— 


5 
REO. iLss-128) 








Sore eno. TCP WALL SECTION 
iz ST'L.GAD-MEO LOCKWASHER WALL 


2RtG. (18431-5166 
16 ut. HEX NUT n a 

Het Sica DETAIL" V 
; TRUSS TO WALL TIE-IN 


DETAIL "L” 





DETAIL"M" 





“HELENE HO | DATE 
-NP-656 =‘ [4-29-49 


GABLE END TRUSS ASSEM. 











| OPPO ce cecal 
FRONT Of HOUSE 
PLAN VIEW 









OSTRON- 


CQRPORATION 
MENUAL 


ERECTION 


- TRUSS TO WALL INSTAL. 
DETAILS 


THTLE 


PREPAREO BY 
w. Cc. 6, 
| -3-49 © 


OaTe EFF. 51} & SUB. 


nea | EMOSCIGTS™ 











RELEASE NO. | DAT 
NP-662 $°6-49 


[amore [ora] 


TOP SPACER 4 : : 102-501-109 (TOP) 102-501-109 {TOP} 02-502-135 
SPACER ASSEM SPACER ASSEM. SPACER 










5ig~10%, HEX HO. BOLT 
(LS 5—128) 
5," 

. LOCK WASHER 
Ae Saat geet 


56-18 LT. HEX. HUT 
its403-5e) 









RUNNER SECTION 


(0;:-501-208 (sor) 
RUNNER ASSEMBLY 











102-502-260 ‘sor) 











BRACKET 





















RUNNER SECTION 
@mseteiee,. ‘TE SEacen Sater Na 
‘7g’ M.SPR. LOCKWASHER 
-*(usaai-e168) 
Re ek Mg Wun. HEX NUT 
. u 403- in 
FRONT ——> SECTION “X-X" 
DETAIL "A” 
TYPIGAL TRUSS ASSEMBLY AltA 
(BOTTOM) : : ; 
02-50+091ToP) : 02- SOL 091TOP are 
0) @& (2) SPAGER ASSEM. (3 ) (4) — © PACER ASSEM.(6) @® . @) jARR @ (0) © 
oa Gere eee Senne eran eee (ae z é : 
NF SER OFT SEE per. | 
E A TOP SPAGER ASSEMBLY 
os 7 — We Apis pcm Det Co kes ee ene 
l 02-502-260160T ig: BOK obi 
RUNNER SECTION RUNNER ASSEM. 
see vet! F" | SSS SS = , 























BOTTOM RUNNER: ASSEMBLY 


14-20%," HEX. H0.20LT 








_(t$4-— 108" 
¥g M. SPR. LOCKWASHER 
(ts43:-416 8) 


VS LIGHT HEX NUT 
{ts403-48) 


SA TSTRON — 


ERECHION : MANUAL 


rie INSTALLATION-TOP & BOTTOM TRUSS 
‘ ‘SPACERS & DETAILS 


PREPARED OY | “OATE [EFE 51) & SUBS. 





| USE FIRST HOLE 
USE SECOND HOLE BOLT TO FLANGE 





SEE DETAR"G” . AT BOT TOM OF Thyss : WCG 5° 6-49 DRAWING NUMBER 
DETAIL"E" ASSEMBLY (ABOVE) DETAIL"F” DETAIL" Y” 1 fn EM-02-C-21.1 








TOP SPACER 


ASSEMBLY 102-501-109 (TOP) , 02-501-i09 (TOP 


PAGER ASSEM. SPAGER ASSEM. 


DETAIL "G” 














Ls ) 
5, 
‘a senasagaten" 
5°18 LT, HEX, NUT 
46 tecaos< $8 


Tyertox%, nex no.cout | : NS Se 




















dy QDpottt °° \ 492:501-208 1000 


02-502-260(e0r.) . 
RUNNER SEGTION 
y-13 XI" HEX, HO. BOLT 
“2 WRSs-feo)” 
17g" M.SPR. LOCKWASHER 
(us431-gt68) 
4f-13 UT. HEX. NUT 
(L$403-98} 


(BOTTOM) . 









i j ; 
TOP SPACER ASSEMBLY 
Ser eaten beekeeeet 


02-S01-208 
RUNNER ASSEM. 





























BOTTOM RUNNER-ASSEMBLY 





ee NOTE’ 31415 paGE SUPERSEDES 
A 20K %9 HEX.no.bOLT EMN-02-C-21.1 AT HOUSE 2001. 


1 
\,'M. SPR. LOCKWASHER 
{13431-4168} 
Vy UGHT HEX. NUT 
(tse03-46) _ OSGLTRUN. : 
. CORK orvonation : 
epee ReaRS [__)_ JERECTION MANUAL 


ronan sees +-—} ance INSTALLATION-TOP & BOTTOM TRUSS 
= ee SPACERS & DETAILS 
USE SECOND HOLE a BOLT TO FLANG i , 


| FREED BF [OnE 
SEE DETAIL"G" AT BOTTOM OF huss ; 7-21-49 etme oy = 
DETAIL"E" ASSEMBLY (ABOVE) OETAIL"F” DETAIL" Y* ae EM-02-C-22.1 












| USE FIRST HOLE 




























RELEASE HO 
NP-€63 


| onP-e76 | NP-676 


“SEE EM-02-C-31.10 
SEE DET."G" 


; SEE EM-02-C-31.10 - es 233 eS = NJ | : 
SEE EM-02-C-3110 SEE DET. A (= ssa : see EM-02-C-31.40 FOR INSTAL 


Neat oF VERTICAL WINO-BRAGE RODS. 
SEE DET B 
SEE EM-02-G-31.10 


SEE DETAIL“A® a ae a TY SNS <a. 










SEE EM-02°C-31,30 


SEE DET."G"—- - 
SEE. EM-02-6-31.30 


‘SEE DET."F" 


SEE EM-02-C-31.20 


\ SEE DET."D" 
SEE EM-02-C-31.20 








ROW. 


. @ , co cOR-ORATION : 
NOTE: the EREGTION MANUAL 
Bie WBN AG 08 a | STALLATION 
ARE 02 9023 {8 REDD) . | mug TRUSS WIND BRAGE-INSTALLA 
ARE 02-502-122 (4 REQD.). , ; 


green eae 
EM-02-G-31.1 


7 — ~~ T RELEASE NO, 
HP-663 8-10-49 

3/8-16 LIGHT HEX. NUT! 

LS403-68 ona iz , 


ROD- WIND BRACE |_nesze | o-3-49 | 













/2-13 X | HEX. HO. BOLT 
16 B 


Si 

1/2 LOGKWASHER 
LS43t-el68 

1/2 $3 LIGHT HEX. RUT 
LS403-60: 


/2-13 X § HEX. HD. BOLT 
_¢2 REQ") 6-168 











-1ASSEM.-WIND BRAGE- 
ALL TIE-IN | 


02-501-204 

ASSEM.-WIND BRACE- 

WALL TIE--N 

3/6-16 & GHT HEX. NUT 

1.0 LS403-6B 
DETAIL A 

} jo2-502-3 
ROD-WIND BRACE 

3/8-16 X 1-0/4 HEX, HD. BOLT 


8 LOCKWASHER 
Ls4al-6i6 
is 










* {02-501--73 
HALF TRUSS ASSEM- 
foe -REAR 
F. 





/e-16 LIGHT HEX. NUT 
LS403-68 


(72-18 X11 HEX.HD BOLT 
17e LOCKWASHER 
Lsa3i- 9168 
172-13 LIGHT HEX, HUT 
1S403 - 8B BAN ». 
(2 REQ'D) \Ae ih 2-501-130 

: ve HALF TRUSS ASSEM - 
GABLE END 


02-502- 


ROD-WIND BRAGE 


DETAIL "B" 








DETAIL "c" or > a: STRON. 
NOTE: ERECTION MANUAL 
ALL WIND BRACE-WALL TIEIWB 8=©=s ite ———— 4 


BOE aT DIA SHIPPING ASSEN. JDETAWLS-TRUSS-winD BRACE & WALL TIE-IN’ 


sora |" 58 SUB: 


: aEv DRAWING NUMBER 
® ovs-45 | ans. | EM-02-C-31.10 
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SEE EM-02-C-31 12 
SEE DET."C" 
SEE EM-02-C- eee 


3.12 , ss 
SEE EM-02-C-31.12 SEE DET. A ee 


SEE EM-02-C-31,12 . — coy 


_ SEE DETAIL“A" Cy - ge] 
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iN iN ste EM-02-C-31.40 FOR INSTAL. 


[OF VERTICAL WIND-BRACE RODS. 
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SEE DET."H" 






SEE DET."F" 
SEE EM-02-C-31. 21 


SEE DET.“D" 
SEE EM-02-C-31.2) 














TREN. 


; : Cc CORPORATION 
NOTE: F 
ALL, HORIZONTAL BRAGE RODS ° ERECTION MANUAL | 
ARE 02-502-3 ta REO'D) NOTE: 





THIS, pear tire TRUSS WIND BRACE-INSTALLATION 
OME NO. 2001. ls tor dull ae a 
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ALL VERTICAL BRACE RODS 
ARE 02-502-122 (4 REDD) 









3/8-16 LIGHT HEX. NUT; 
a 102-502-3 
1S403-68 ROD-WIND BRACE 





02~ 501-206 
ASSEM—WIND BRACE 
WALL TIE-IN 








TOP WALL SPACER — 
(REF) 


a X | HEX. HO. BOLT! 
1/2-LOCKWASHER — 


eis vio 

12-13 LIGHT HEX. NUT 
13403-98 

(2 REQ'D.) 


DETAIL "A" 


3/8-16 X 1-1/4 HEX. HO. BOLT 
eee 

3/8 LOCKWASHER 

LS43i- 

3/8-i6 tour HEX. NUT 


LS403-~ 
{1 nEQ’o.) 







3/8-16 LIGHT HEX, NUT 
3403-68 
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¢ 
TRUSS ASSEM- 
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: THIS PAGE SUPERSEDES 
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HOME NO. 2001. 
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ASSEM:WIND BRACE- 
WALL THE-N 















RELEASE NO. DATE 
NP-738. 8-17-49 








H/2-13 X 8 HEX. HO. BOLT 











3/8-16 LIGHT HEX. NUT 
LS403-6B 


102-502-353 
ROD-WIND BRACE 


Og-501-173 

HALF _TAUSS ASSEM- 
MOD. TYP 
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DETAIL "B" 


ERECTION 
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102-502-256 Z 
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TO WALL BRACE 
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ROD-WIND BRACE '3/6-16 LIGHT HEX. HUT 
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1/2 LOCKWASHER 
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ASSEM.—WIND BRAGE- 
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DETAIL “F" 
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DETAIL "E" 
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DETAIL "A" 
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BEFORE PLENUM PANEL INSTALLATION IS BEGUN, A CHALK LINE SHOULD BE MADE 4-5/\6" 
FROM THE TOP OF THE WALL SPAGER. THIS LINE WILL BE THE GUIDE LINE FOR THE 
BOTTOM OF THE "Y" FLANGE. SEE DETAIL "B" EM-02-D-11 1. 
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CORNER. AFTER PANEL IS INSTALLED MEASURE BACK TOWARD BAY WINDOW 198-3/8", 
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STEPS OF INSTALLATION FOR. 

EAVE & PORCH CEILING PANELS, 

STEP _N2 {: . 
- INSTALL 02-32I-1 EAVE PANEL ON R:GHT SIDE, FRONT 


GORNER PER OETAL A", EM-02-0-40.1. _ 
GONTINUE IN SEQUENCE INDICATED 1# THRU t6. 


STEP N22: 
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AFTER INSTALLATION OF ROOF PANELS, THE 
FIRST TWO LOWER HORIZONTAL COURSES OF PANELS 
ARE TO. BE ANCHORED IN THE FOLLOWING MANNER: 
LOCATE DRILL TEMPLATE ySK-1002 AT LEFT SIDE 
OF EACH PANEL AS SHOWN JN DETAIL "A", 

DRILL (1) #31 (.120 DIA.) HOLE THROUGH PANELS. 
SECURE WITH (1) haa es STAINLESS~STEEL 
SELF-TAPPING SCREW (02-52-12) 

THE FIRST COURSE 1S SECURED TO THE LOCATING 
STRAPS ON THE GUTTERS--SEE DETAIL "B". 

THE SECOND COURSE 1S SECURED TO THE FIRST. 
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ANCHORAGE OF ROOF PANELS. 
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AFTER INSTALLATION OF ROOF PANELS, THE 
FIRST TWO LOWER HORIZONTAL COURSES OF PANELS 
ARE TO BE ANCHORED IN THE FOLLOWING MANNER: 
LOCATE DRILL TEMPLATE #SK-1002 AT LEFT SIDE 
OF EACH PANEL AS SHOWN IN DETAIL "A", 

DRILL (1) #31 (.120 DIA.) HOLE THROUGH PANELS. 
SECURE WITH (1) #8-15-5/8 STAINLESS-STEEL 
SELF-TAPPING SCREW (02-452-1h2) 

THE FIRST COURSE IS SECURED TO THE LOCATING 
STRAPS ON THE GUTTERS--SEE DETAIL "B", 
THE SECOND COURSE IS SECURED TO THE FIRST. 
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AFTER COMPLETION OF PLENUM CHAMBER, TEST FOR LEAKS— 
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AFTER COMPLETION OF PLENUM CHAMBER TEST FOR LEAKS— 
WITH FURNACE FAN RUNNING, LIGHT.(8) O2-452-141 SMOKE 
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" 02-601-9 BRAGKET (REF) 


CEILING PANEL I(REF.) 


TYPIGAL_ INSTALLATION FOR 
ALL GEILING FIXTURES. 





L$70-10B SGREWIREF) 
02-602-64 WASHER (REF. 


“RELEASE NO. | DATE 
NP~323 } 1-19-49 


BOX TO BE INSTALLED TO LEAVE LIGHT FIXTURE 
MOUNTING STRIP IN HORIZGNTAL POSITION. 


MOUNTING STRIP FOR 


02-612-12 RING (REF) 
“—}1568-9B8 SCREW I? REQ’>.) 


TYPIGAL INSTALLATION FOR 
EXTERIOR & HALL FIXTURES. 


TYPIGAL INSTALLATION FOR ALL 
OUTLET BOXES NO. 02-612-8. 






DSTHUN 


CORPORATION 


ERECTION ‘MANUAL 


THLE ELEGTRIG SERVIGE INSTALLATION 
DETAILS - 


roe BY DATE err. tf & SUB. 


1-19-49 


——— DRAWING NUMBER 
| EM-02-K-50,1 








: y 02-612-39 
SERVICE WALL : BREAKER 
(REF) ; (REF) - 






WALL SEGTION 02:612-56 
(REF) JUNGT. BOX 
Ww (REF.) 
No.1108-145.0 02-612-54 
BELL WIRE air TORE) 
nk ar GREAKER 


26 
” 
m 
m 
Fs 
= 
m 


k 
J 


No.1109-534 
BELL WIRE 02-201-87_ 
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SEE DETAIL'A’ 
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BELL WIRE 
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DETAIL "B" 
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COAPORATION 
ERECTION MANUAL 
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‘ALL WIRES TO BE CLIPPED TO TUE CHIME CIRCUIT 







DOOR PANEL— 


’- HOLE IN 
PANEL » 













PUSH-BUTTON CETAIL"A” 
SHOWING PUSH BUTTON INSTALLATION 


He PULL BELL WIRE T.AROUGH PANEL AND MAKE CONNECTIONS 
ON 02-612-23 PUSH BUTTON. PRESS 02-612-23 INTO PANEL. 
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02-602-80 HANGER #8-1 
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’ AFTER GABLE PANELS AND’ 
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NOTE: THIS PAGE SHOWS TYPICAL 
SUGGESTED INSTALLATION FOR 
LEFT SIDE ON HOUSE---- : 
THE SAME INSTALLATION MAY BE 
MADE ON AIGHT SIDE OF HOUSE 


: VIEW LOOKING UP_ATEAVE PANELS 












DEPENDING ON LOCATION OF ERECTION | MANUA 
UTILITY POLES AT SITE. WME SERVICE ENTRANCE INSTALLATION 
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3_EACH REQ. 


DETAIL A . DETAIL.B. 


INSTALLATION OF PLENUM, EAVE 
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FIRST PANEL INSTALLED P 
WORK TO GONTINUE FROM TOP 
TO BOTTOM AND FROM LEFT 
TO RIGHT. 


02-30)-19 


: SEE NOTE N°! d = . "SEE NOTE NSS 
SEE NOTE N° 4 
NOTES: 
1, FOR _LOGATION AND INSTALLATION OF CORNER PANEL 4. FOR INSTALLATION OF 02-42I-40 BAY WINDOW SIDE 
CLIPS, SEE EM-O2-L-5i.1. PANEL, SEE EM-02-L-40.11. 

















THESE CLIPS MUST BE INSTALLED BEFORE 
PANELING IS STARTED. : ; 


GS THEN. 


COAPOAATION 





UNLESS NOTED, ALL 24°24" PANELS SHOWN ARE. 
UNLESS NOTED, ALL 24X24" PANELS SHOWN ARE __ 
02-301-40. ERECTION 
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ALL PANELS SHOWN ON THIS.PAGE ARE TO BE IN- ' JPANELS, EXT. — RIGHT SIDE ELEVATION 
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CONTINUE WITH 02-301-59, 02-301-61, AND : 


02-301-58, IN SEQUENCE LISTED, PANELS 
BELOW WINDOW ARE INSTALLEO NEXT. BAL- 


ANGE OF PANELING IS INSTALLED FROM TOP 
TO GOTTOM AND FROM LEFT TO RIGHT. i . 
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_ GLIPS SEE EM-02-L-51.t: , 
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PANELING 15 STARTED. 
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STALLED W'TH *8-15 X 5/8" SELF-TAPPING SCREWS, . PREPARED BY } DATE JEFF. 51) & SUBS. - 
SRS CS ae a : WAG #-1- 49 
LS244-10B. 
SSS REVISED BY 





ORAWING NUMBER © 
EM-O2-L-20.11}. 


yar (R)} 4-15-49. 


; FIRST PANEL INSTALLED IN THIS ELEVATION. 
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ANGE OF PANELING [6 INSTALLEO FROM TOP 
TO SOTTOM ANO FROM LEFY TO RIGHT. 
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02-30-75 
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02-301-45 


BEE NOTE We ; a 2fE HOTE Wot 





NOTES: 





L FOR LOCATION AND INSTALLATION OF CORNER PANEL 
CLIPS SEE EM-02-L-51.1. 
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FINISHED FLOOR 





LT. HD MACH. SCREW- NEL BR. 





REAR DOOR 
FRONT & REAR 


DOOR ASSEMBLEO & SHIPPED 
02-432-24 THRESHOLO 


IN 02-201-69 WALL SECTION. 
'B-— 02- 451-6 LOCK SET 
Cc 


“(N'— 02-451-9 LOCK SET 


OOOR FRAME WALL STRUCTURE. { REF.) 
-THIS SIOE OF THRESHOLD TO EXTERIOR OF 
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DOOR ASSEMBLED & SHIPPED 
IN 02-201-9 WALL SECTION 
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EXTERIOR DUOR 
CHINGED) 





WEATHER STAIP ASSY. 
92-31-82 





#8 X5/8 TAPPING SCREW 





REMCVE DOCR FROM JAMB AND POSITION NP-788 “h- 

ON SIDE TO EXPOSE BOTTOM CHANNEL. 
POSITION WAETHER-STRIP AS SHOWN- 

FIELD DRILL (9) 3/16(.187) DIA. HOLES 
ALONG FLANGE OF WEATHER STRIP. - 

FFELG DRILL (9) #31 (.120) DIA. HOLES 
ALONG LOWER CHANNEL OF O00R. 

SECURE WEATHER STRIP TO DOOR WITH 
(9) #8xX5/8 TAPPING SCREWS (LS-2h)-108) 






THRESHOLD PLATE 
{02-32-2h 






EXTERIOR OOOR 





. 3 ee , 
INSTALLATION OF FILLER STRIP 
TO INTERIOR EOGE OF THRESHOLD. - 
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(LS-2hh- 108) vy 
EQD = WEATHER STRIP ASSY. “ 
9 REQO, 
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; ‘ : us ; 
#10-24X1" FLAT HEAD MACH.SCR. 4 
NICKEL FINISH % FILLER STRIP 
(LS-90-18¢) Sa / | 02-432-117 


3 REQD. PER DOOR- 
f8-X5/8" TAP.SCR. 


4 STAINLESS STEEL- 
(LS-2hh-10V) 
7 REQO.PER DOOR- 


LOWER SPACER- 


THRESHOLO-SUPPORT ASSY. 
(WALL SECTION) 
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INSULATING CONCRETE * 
EXTERIOR FACE~_ VARIABLE - 


(THRESHOLD) | 
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INSTALL THRESHOLD SUPPORT ASSY.02-431-85- 
THRESHOLD-FIELD ORILL (7) 3/16 O1A.(.187) 
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WITH (3) #10-24X1" FLAT HO.MACH.SCRS. 
TRIAL LOCATE FILLER STRIP (02-432-117) 
FOR PROPER HOLE LOCATION. 
FIELD ORILL (7) #31 (.120) HOLES IN 
FILLER STRIP. ; 
SECURE FILLER STRIP TO THRESHOLD PLATE- 
WITH (7) #8X5/8 STAIN.STEEL TAPPING SCREWS 
(LS-2h-10V) 


“FLOOR LINE —~ 


NOTE: THIS PAGE SUPERSEDES EM-02-L-29.1 
AT HOUSE #2001 





CORPORATION 






ERECTION JAANUAL 


THE FNSTALLATION OF THRESHOLD 
AND 0008 WEATHERSTRIP 


PARR@RED BY 1 PAE, ¥F.5001 & SUB. 


DRAWING NUMBER 
‘ EM-02-L-29.15 


= ian 
Eee 
FIRST PANEL INSTALLEO ‘ 
WORK TO CONTINVE FROM TOP ‘ 
TO SOTTOM AND FROM LEFT : , - i) 


TO RIGHT 








02-301-75 
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eerors 02-301- 46 


SEE NOTE N° 1 SEE NOTE N° J 
NOTES: 
1, FOR LOCATION AND INSTALLATION OF CORNER PANEL 4. FOR INSTALLATION OF 02-421-40 BAY WINDOW SIDE 





CLIPS, SEE EM-02-L- 51.1. PANEL, SEE EM-02-1- 40.1, 


THESE CLIPS MUST BE INSTALLED BEFORE 
PANELING 1S STARTED. 








UNLESS NOTED, ALL 24"X 24" PANELS SHOWN ARE 
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02-301- 40. 
3. ALL PANELS SHOWN ON THIS PAGE ARE TO BE IN- 
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STEP NO.2 _ | 


POSITION “X" FLANGE OF PANEL INTO 
ADJACENT 'V" FLANGE, | DOWN FROM 
FINAL POSITION. 

POSITION TOP OF PANEL 02- 421-40 
BEHIND EDSE OF EAVE PANEL. 
FORCE RIGHT EDGE OF PANEL INTO 
POSITION —WORKING FROM TOP TO 
BOTTOM, RAISE PANEL 1” UPWARD 10 
ENGAGE LCWER FLANGE INTO GLIP. 











VIEW CF UPPER CONDITION OF BAY WINDOW 
SIDE BEFORE PANEL tS INSTALLED. 































oe . STEP NO.3 
x ; STEP NO.! sh ig ae ns EREGTION . MANUAL 
- . BEND UP (2) TABS OF CLIP TO LOCK PANEL i | 
POSITION CLIP 02-302-51 ON LOWER WALL : IN UP POSITION. Paine NEL AoE 10. sia. 06. 302 51 CLF. 
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HAMMER BLOWS. PANEL. : 
—eeeee axes DRAWING NUMBER 





EM-O02-L-40.11 








[a 
FIRST PANEL INSTALLED IN FIRST PANEL INSTALLED IN 
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2 See 


SEE NOTE N°) SEE NOTE NO! 


’ NOTES:. 


1. FOR LOCATION AND INSTALLATION OF CORNER PANEL 
_GUPS, SEE EM-02-L-51.', 
THESE GLIPS MUST BE INSTALLED BEFORE 
PANELING IS STARTED. 





2. UNLESS NOTED, ALL 24°xX 24" PANELS SHOWN ARE 
02-301- 40. 


3... ALL PANELS SHOWN ON THIS PAGE ARE TO BE IN- 
STALLED WITH #8-15X 5/8" SELF-TAPPING SGREWS, _ 
£$244-108. - 


SEE NOTE NS 4 
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4. 02-301- 41 BAY WINDOW WALL STRUCTURE ASSEMBLY 
INCLUDES BAY WINDOW HEADER, JAMBS, AND SILL. 
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STALLED BEFORE PANELING 


THESE CLIPS MUST BE IN- 
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CAUTION: 
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. } 02-202-73 CLIP : O2-202-73. CLIP 
# 9-16 % 5/6" SELF-TAPPING SCREW . ¥9-16 X 5/0" SELF-TAPPING SCREW 
L$244-100 ) (8244-108) : 


LU) EACH REQUIRED SEE NOTE FOR REQUIREMENTS 











02-30!-72 CLIP. 
#8-18X1" SELF-TAPPING SCREW 
(L$204-168) 

-(4) EACH REQUIRED: 





DETAIL "A” 


EM-02-L-6).! 
DETAIL"C” - 
EM-02-L-51.1 
NOTE: 
CAUTION 


WITH 02-301-7%. CORNER PANEL, USE 


(4) 02-202-73 CLIP . 


THESE CLIPS MUST BE INSTALLED (4948-15 X 5.8" SELF-TAPPING SCREW (19244-10B 


BEFORE PANELING IS STARTED. 





WITH O2-301-76 CORNER PANEL, USE 
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(5 )¥ 8-15 X 5/8" SECF-TAPPING SCREW (LS244-108) 








02-301-73 CLIP 
(1) REQUIRED Cc 
8-15%3/8" SELF-TAPPING SCREW | ERECTION 
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(2) REQUIRED 
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NOTE: 
FOR DETAILS SEE PAGE EM-02-1-52.1) 
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DETAIL 'A" 
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RELEASE NO. 
NP-747 











- {L$244-10B) 
SEE NOTE FOR 






DETAIL'C” 






NOTE: 


WITH 02-501-75 CORNER PANEL, USE 
(4) 02-202-73 cur 
(4) -6-15 X 5/8" TAP. SCREW (LS 244-10B) 
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PLAN OF PAITEL INSTALLATION PROCEDURE 


HENOTE ; 

arTER WALL PANELS HAVE BEEN INSTALLED 
THiS AREA, TRIPLE GLOSET UNIT MAY BE 

INSTALLED. 

* NOTE” 
YANITY CABINET TO BE INSTALLED AT THIS 
POINT BEFORE PANEL (INSTALLATION IS 
CONTINUED, ® 
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Q) DOOR & PANELS INSIDE BEDROOM No.! 
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02-311-73 | 02-31-73 


02-311-114 
02-490-4 
DOOR TRIPLE CLOSET: 
(REF) 1 RECESS | UNIT 
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DOOR 
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PLAN OF PANEL INSTALLATION PROCEDURE 


* NOTE: 
: AFTER CABINET AND WALL SECTION 1S 


INSTALLED CC NTINUE PANEL INSTALLATION 
AS SHOWN. 


CAUTION: 
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We-32x% 1/2" ROUND HEAD SLOTTED 
MAGHINE SCREW, GAD. PLATE 
(1.$66-8B) 

#e HEAVY SPRING LOGKWASHER, 
GAD. PLATE (LS433-6B ) 
#9-32 ACORN NUT, NICKEL PLATE 
(1.3407-8mM ) 
{5) EACH REQ. 






CORPORATION 


ERECTION MANUAL 


THLE : 

INTERIOR COFNER PANEL CLIP INSTALLATION 
BROOM CLOSE~  — ELEVATION & DETAILS 
PREPARED 8Y DATE F. 561 & SUBS. 


Zen 4-22-49 | — DRAWING NUMBER 


EM-O2-M-103.! 












02-202-73 CLIP 02-202-73 CLIP 
8-15X 6/8" TRUSS HEAD TAPPING SGREW, GAO.PL, ¥9-15 X 5/6" TRUSS t 
{L$ 244-108) (9244-108) 
(2) EACH REQ. (6) EACH REQ. 





EAD TAPPING SCREW, CAD, PL, 



















.8-7/16" 












2!0-1/2" 






02-202-73 
CREF.) 





aS 
hid 
Ki 





















3-8-7/16" 









1 
i 
{ 


| 5-8-7/l6" 












7-2-7/8" 





At 


ay 


02- 471-80 7-8-7/16" 


CREF.) 





w 







02- 471-32 
CREF.) 












02-30!-72 CLIP ASSEM. 

¥0-15 X 1" OUND HEAD TAPPING SCREW, 
CAO, FLATE (1S204-168) 

(6) EACH REQ. 











02-202-73 
CREF.) 





DETAIL VIEW "A-A" 












02-202-73 
( REF.) 








CAUTION 


THESE GLIPS MUST BE INSTALLED BE- 
FORE PANELING IS STARTED, 






02-30!-72 
CREF.) 


/ US TRIN. 


CORPORATION 











FOR_INSTALLATION OF CORNER PANELS 
SEE _EM-02-M-105.1. 








TIME 

INTERIOR CORNER PANEL CLIP INSTALLATION 

GUEST CLOSET — __ ELEVATION & DETAILS 
PREPARED BY 
“JOR 










RELEASE NO. OATE 
NP- 639 5-10-49 }. 






Mo 





LOCKING TAS (REF.} 





STEP N21} LOCATE CORNER PANEL ANO SLIDE UPWARD INTO POS!- 
T= ats. TION: : 


SEND LOGKING TAB OF PANEL RETAINER GLIP UPWARD, 
AS SHOWN. . ‘ ‘ 


STEP N¢] BEND CORNER PANEL SPACER TABS OUTWARD, AS 
————~__ SHOWN, AND LOCATE CORNER PANEL. 


CORNER PANEL (REF.)} 





SIDEWALL PANEL ( REF.) 


GORNER PANEL { REF.) f- SIDEWALL PANEL CREF.) 





_ STEP_NS 2 


CLIP LOCKING TAB AS SHOWN, MAKING CUT AS STEP N° 2 SLIDE CORNER PANEL UPWARD INTO POSITION, AND 
CLOSE AS POSSIBLE TO FACE OF PANEL. ———-"__ BEND SPAGER TABS DOWNWARD AS SHOWN. 






CORPORATION 
TYPICAL EXTERIOR CORNER 


-TYPIGAL INTERIOR: CORNER | sfecen MANUAL 


CORNER PANEL INSTALLATION 
DATE [EFe. 511 & SUBS. 
JBR $- 10-49 


ORAWING NUMBER 
oeSS x EM-02-M-105.1 


44 és 
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SEE OETAIL | 


OPPOSITE 1 
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2 ee ee ee ee cele een Seem, amen) wee 
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mew eee 





ee ee es ee ee et ee en en en ee ees ee ee 






RELEASE NO. OATE 
NP—623 4-18-49 


















02-31-14) PANEL 




















02-491-7 CHANNEL WELD ASSEMBLY 


-136 CLEARANCE SLOT 


02-439)-11 INT. COOR 
JAMB PANEL 


-26 CLEARANCE SLOT 


02-452-If SPACER-!nT. 
DOOR LOCK STRIKER 


- 02-452-7) STRIKER- 
SLIDING DOOR 


#9.32X3/4 FLAT HD. 
SH. MET. SCREW 
‘SEE NoTE® 


t-02-522-14 KOROSEAL WASHER 
vei (7 REO'D. PER JamB) 


| 29-15 x 5/8" TRUSS HO. 
TAPPING SCREW(LS244-108) 
(7 REO'D.) 










4-20 LT. HEX. NUT ~(tsho3.40) 
114220 X 5/8"HEX. HD. BOLTS 
(tS4-108)------ -ti4 REQ’D) 


NOTE! ; : : Se 
CHROME ESCUTCHEON ON BATHROOM SIDE — 
BRASS ESCUTCHEON ON HALL SIDE OF ; ERECTION 
02- 490-2 BATHROOM DOOR. : 
s : WME, BATHROOM DOOR JAMB 
dt Ss & STR. KER INSTALLATION 


{ () 02-452-1) SPACER PREPARED BY . DATE 
(1) 02-452-71 STRIKER PLATE R.H.GEYER "4-15-49 


{2)02-452-53 ScREWS VISE : 
@ @ 
6-9-49 + W664 


RELEASE NO. | DATE 2 
NP—623 4-18-49 
ieaeal : . 


* L N 
~ JAMB PANEL SEE _DETAL 
; INTERIOR DOOR HEADER PANEL 


02-311-49 
5; 
| RECESS PANEL 


a 









Sk 
Fy 
i 
D 


t . 


em 
(2) ROLLER ASSEM. 
{HANGERS 
(4 (LS 70-108) MAGH. 
SCREWS. 





02-31-49 INTERIOR 
DOOR HEADER PANEL 


INTERIOR SLIOING DOOR 










¥ vote: 
ror vetarts A~B~C a section AA, 


TURN To PAGE EM-O2-M-140.1 


Ree ry eg LT HUN 







ERECTION MANUAL 
TIME SLIDING DOOR & HEADER PANEL 
; : INSTALLATION : 


DATE _fEFF. 511 & SUB. 
14-15-49 DRAWING NUMBER 


EM-O2-M-130.| 













PREPARED BY 
R.H.GEYER 


REVISED . BY 
6-9-49 I w.c.e. 


cn ar uP Sr ruses sn nt nse ri ins semnmwioinussnniiss amen cme cman ang Ase 









Ms 


re | 


RELEASE NO. 
-NP-623 











4-18-49 
02- 461-23 HANGAR - 
{2 REQ'D,) . 


BRACKET WELDED TO 
DOOR JAMB PANEL 


CLIP WELDED TO 
DOOR HEADER PANEL 






section A-A 


(18 70-108}-"10-24 x5/8"Ls. 
MACH. SCREW- (4 REOQ'D.) 


petair A 





DOOR JAMB CHANNEL 








cur WELDED TO INTERIOR SLIDING DOOR 


DOOR JAMB PANEL 
CLIP WELDED TO 
DOOR HEADER PANEL 


02-201-31 TRACK MOUNT WELD ASSEN, 


L$68-68)"6 -32 X 1/2"SLOTTED MAGH. SCREW 
LS 431-88) SPRING LOGK WASHER 





TINNERMANN CLIP 


petait B 








IN 


CORPORATION 


to WSTR, 
iN BEOROOMS"! HZ, 02-201-31 TRACK 
WELD ASSEM. 1S ATTACHED TO ‘ 7 
STUD SECTION. (Ls 4-"08) 1/4"20X 5/8" HEX. BOLT 
ALS 403-4B)1/4"220 HEX. NUT 

: (US 439- 4168)1/4"LOCKWASHER 









ERECTION : : MANUAL 
IME SLIDINS DOOR & HEADER PANEL 
INSTALLATION DETAILS. 


PREPARED BY DATE 
R.W.GEYER 4-15-49 





DETAIL C 






DRAWING NUMBER 


EM-O2-M-140.1 








02-2 01-81 (REF)—. 


O2-471-41 {REF.)  02-201-16 [REF.) WALL STRUGTURE 
UTILITY STRUGT.. KS a ee WALL STRUCTURE ; 
; 5 eS oe a 02-201-16 {REF.) —— : 
a ; Be 





—"" ie ees tt 7 WALL STRUCTURE - x a 
Sy el = 
: ? is el aes qian 
oo ene (Ee P \ t 
Ny BP eo 

























ee oan 13434-8168 
———- E end ae WASHERS (3) REQD. 
| =. 7 3 \ i: 
| 02-801-64 
; | HANGER BRACKET 
H s =e ‘ 
Oe ) A4 
3:93 
-802- kee =? 188-168 BOLT om 
CARRIAGE BOLT en a 15431-8168 LOCKWASHER be ee 
me ™~ LS8-16B BOLT -o . 02-801-65 02-802-192 
sos 16-430: IER LOCKWAGHER HANGER BRACKET CARRIAGE BOLT 
| 
DETAIL"G” DETAIL B 
: . 02-201-I6 (REF) 
Se 
SSS a SEE OETAIL’S* 


7: —~REE peta E” a 


02-201-136 (REF) 
BRACKET ASSY 









02-47}-41 (REF.} : ‘ 
UTILITY STRUCT. o 
oe fae: 
= ys i 


< 


[| 


VIEW LOOKING FROM 





INSIDE UTILITY ROOM 
02-801-66 
HANGER BRACKET 
02-802-192 
CARRIAGE BOLT 
ze 02-801-64 








ri HANGER BRACKET 


LS8 108 BOLT 
02-802-192 
phe hemi FOR GAS OR OIL INSTALLATIONS CARRIAGE BOLT 





LS 431- 516B LOCKWASHER 
{2} EACH REQ'D 


uo, 
DETAIL"D" DETAIL A 













RELEASE NO. 
NP-629 





PROCEDURE 


HANGER BRACKETS TO BE ATTAGHED THRU © 
SLO"S IN WALL PANELS BEFORE WALL PANELS 
ARE INSTALLED ON KITCHEN, LIVING @ GUEST. 
GLOSET SIDE. PLACE 02-602-192 CARRIAGE 
BOLTS IN SQUARE HOLES OF EAGH HANGER 
BRASKET BEFORE INSTALLATION. . 

INSTALL 02-001-64 HANGER BRACKE? THRU 
SLOP IN WALL PANEL AND ATTACH BRACKET 
TO 02-201-81 WALL STRUOTURE WITH LI) EACH 
LS$8-I6B BOLT & LS431-816B LOCK WASHER INTO 
WELD NUT ON TOP SPACER AND USE (3) 
1S434-816B FLAT WASHERS AS FILLERS 
BETWEEN BRACKET & TOP SPACER SEE DETAILS’ 

INSTALL O2-60I-65 THRU SLOT IN WALL 

















“PANEL & ATTAGH TO TOP SPAGER IN O02 201-16 


WALL STRUCTURE WITH (1) EA. LS8-I68 BOLT @ 
LS431-016B LOCKWASHER & USE {3)15434-B16B 
FLAT WASHERS AS FILLERS SETWEEN BRAGKET 
AND TOP SPACER. SEE DETAIL”B"™ : : 
INSTALL 02-801-64 BRACKET HANGER THRU 
SLO” IN WALL PANEL & ATTACH TO TOP SPACER 
IN 02-201-16 WALL STRUCTURE WITH (1) LS6-108 
BOLT B LS 431-8168 LOCKWASHER AND USE (3). 
LS434-S16B FLAT WASHER AS FILLERS 
BETWEEN TOP SPACER & BRACKET. SEEDETAIL'C” 
INSTALL 02-80I-66 HANGER BRAGKET THRU 
SLOT IN WALL PANEL & ATTAGH TO TOP.SPAGER 










IN. 02-4TI-41 UTILITY STRUCTURE WITH (1) 


" L88-10B BOLT INTO WELD NUT ON 02-202-138 










PREPARED BY 


G.BE. 


: LS8 468 BOLT 
1 ae. LS 43-8168 LOCKWASHER 





BRACKET ASSY. & (2) EA. LS5-6B BOLT,LS403-58 
NUT, & LS431-616B LOCKWASHER INTO 02-202-169 
GUSSET. SEE DETAIL”D” 





1S434-3-68 WASHER 
_ SREQD. 












INSTALLATION ; 
FURNACE HANGER BRACKETS 


EFF. 51) & SUB 
DRAWING. NUMBER 


EM-O2-N-11.] 

































Poe 


















02-810-22 : 
FANG LIMIT SWITCH 


02-801-73 02-801-148 ~801- , 
902-801-178 02-802: 

HEATER GABINET/ on guRNER | “Sez qos 02-02-203 A\ Ha 
(REF. ® | FLANGE ‘i . 


02-802-97 


400-44.62 SEAL: 
400-24.50 SEAL 












SEE DETAIL“A® EN-O2-N-3ILII 


ce 


02-521-24 
TEE ASS, 






02-801 95 SL ae 
OWL LINE A oa a, gf eee sre 






02-801 85: 02-522-5 CAP 


02-802-170 
FLANGE (REF) |X 


400-24.60 
SEAL 








Y,-2080LT . 400-24.00 
ean. GONDUIT(REF) | STAGK NG 





02-001-96 02-80-84. 
02-802-275 OIL LINE CONDUIT (REF) 
COVER (REF) 










02-311-30 02-31-82 
REF, : REF. 







O02- 3N-139 
REF. 


02-3)1-76 
REF, 











VIEW-REAR WALL UTILITY ROOM 
SHOWING FURNACE INSTALLATION 


SEE _EM-02-N-31.i1 FOR OIL LINE DIAGRAM 
SEE _EM-02-N-40.12 FOR WIRING DIAGRAM 
SEE EM-02-N-31.11 FOR DETAILS 


DATE 





RELEASE NO. 






PROCEDURE 


ATTACH (2) 400-44.62 SEALS AT TOP OF FRONT PANEL 
02-802-167 GI2)AT BACK ON- BOTTOM PANEL O2-801Li52BEFORE 
INSTALLATION OF 02-601-73 HEATER CABINEY, SEE DETAIL'A. 
NOTE THAT SEALS AT SIDES OF BOTTOM AND FRONT PANELS ARE TOBE 
INSTALLED AFTER HEATER CABINET INSTALLATION. 

INSTALL 02-801-73 HEATER CABINET ASSEMBLY IN PLACE AND 
HANG CABINET FROM ENDS OF 029-802-192 CARRIAGE BOLT WITN 
ONE EACH PER BOLT ,02-332-20 RUBBER WASHER, 18403-6B NUT, 
& (2) 02-802-129 WASHERS. SEE DETAIL'B. 

ATTAGH (2) 400-24.60 TO SIDES OF FRONT PANEL 02-802467 
BY ACCESS OF HAND HOLES IN BOTTOM OF CABINET. ATTACH (2) 
400-24.00 TO LEFT & RIGHT SIDES ON BOTTOM PANEL 02-800-7) 

IN ABOVE MANOR. SEE DETAIL"A’, ; 

INSTALL 02,801-146 OiL BURNER IN PLAGE WITH (8) |4-20B0178 
WHICH ARE SHIPPED IN BURNER MOUNT FASTENED TO HEATER. 
CABINET, REMOVE THESE BOLTS AND ATTACH BURNER ATTACH 
02-801-88 CONDUIT TO BURNER PER WIRING DIAGRAM 

ATTAGH 02-462-127 ELBOW AND INSTALL 02-01-96 OIL LINE 
ASSEMBLY. ATTACH 02-802-97 ELBOW AND INSTALL 02-601-95 
OIL LINE ASSEMBLY, SLIP ONE EACH 1S68!-60 GROMMET AROUND 
OIL. LINE ASSEMBLIES 02-801-95 & 02-601-98 AND INSERT INTO 
02-802-279 GOVER SHIPPED ATTACHED TO 02-31-139 WALL PANEL. 

FINISH OUT INSTALLATION OF OIL LINES PER Oi LINE 
DIAGRAM. BY ATTACHING 02-80-50 OIL LINE ASSY. TO 02-801-96 
AND 02-601-46 OIL LINE ASS'Y, TO 02-80-95, SEE OIL LINE DIAGRAM, 

INSTALL 02-810-22 FAN & LIMIT CONTROL SWITCH TO MOUNTING 
FLANGE 02-802-203 ON 02-001-73 CABINET AND ATTACH 02-601-64 
CONDUIT TO BOX PER WIRING DIAGRAM. 

SLIP O2-521-24 TEE AESY, OVER BOTTOM OF FLUE 02-522-1 
AND ATTAGH WITH (2) 15244-108 SCREWS. INSERT 02-622-72 
STACK THRU 02-802-170 FLANGE ANO OTHER END INTO 02-621-24 
FLUE ASS'Y. AND ATTACH WITH(2)18244-I0B SCREWS INSTALL 
O8-522-5 OAP OVER BOTTOW OF 02-521-24 STACK AND FASTEN 
WITH (4) LS244-10B SCREWS. 

ATTAGH 02-810-23 STAGK CONTROL TO MOUNTING FLANGE 
ATTAGHED TO 02-822-72 STACK AND CONNECT 02-801-06 CONDU:T 
FASTENED TO HEATER CABINET TO CONTROL GOX PER WIRING DIA 

INSTALLOR-810-I9 THERMOSTAT TO WALL PANEL 02-311-149 
IN LIVING ROOM (SEE DWO. NO. EM-02-M-41.1) AND CONNECT TO 
HEATER. PER WIRING DIAGRAM. 





CORPORATION 









ERECTION MANUAL 
TITLE INSTALLATION 

“OIL. FURNACE 
PREPARED BY |" DATE JEFF. 611 & SUB 


@ REVISED 
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DRAWING NUMBER 
EM-02-N-31.1 


NP-629._|4-14-49 


517-49 













al 
“Von. SUPPLY 


Olt. LINE ASSY. 


UTILITY ROOM 


OIL LINE DIAGRAM - 





DETAIL A’ 
TYPICAL INSTALLATION OF SEAL 


OIL LINE ASSY. 


02-801-95 — 


02-801-96 


400-4462 SEAL 


02-802-167 
FRONT PANEL 
(REF) 


02-801-50 OIL LINE ASS. 
02-801-48 OIL LINE ASSY. 


FOR GAS OR OIL INSTALLATIONS: 









NP-669 5-17-49 


02-802-192 BOLT (REF) 








02-802-15S SPASER (REF) 


02-332-20 





RUBBER WASHER 
. 02-802-129 = 
WASHER gE 
02-802-156 
eae LOWER FRAME 


OF HEATER CABINET 


DETAIL"B" 
TYPICAL FOR HANGE RODS. 
HEATER CABINET PANELS NOT SHOWN 





CORPORATION 
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ERECTION MANUAL 
WME INSTALLATION FURNACE DETAILS 

AND OIL LINE DIAGRAM 


PREPARED BY ; DATE 5 
6.8, 4-14-49 Sue SUB . 
———_—_ DRAWING NUMBE 
t 


RLS. EM-O02-N-31.11 


(A) REVISED 
5-17-49 


(02-810-26) 


MINN.- HONEYWELL 


TYPE T-ll-A 
THERMOSTAT 


mcrae 





Mande. 


© 


oma 


02-801-26 
CONDUIT 


" IN 02-801-83 






RELEASE NO. 


DATE JN 
NP- 323 1-19-49 


(ALTERNATE) 








(02-810°27) 
MINN.- HONEYWELL 


THESE WIRES ARE TYPE LA-40rA 
STRIPPED @ TWISTED FAN @ LIMIT CONTROL (02-810-22) 
MINN.- HONEYWELL AT FACTORY. PENN 


TYPE SI5- AT-13 D 
FAN & LIMIT CONTROL 


R-I9-A RELAY 













PILOT IGNITION 


® @ (8) (fF) SWITCH 
FACTORY WIRED 
_ — : 
-, vy. v - 
H xP on 
1 os iG 
BURNER MOTOR 







Ces IN 02-801-84,- || 
CONDUIT 







WwW 
02-801-15I i 
& 


CONDUIT ie 






FACTORY WIRED 
CONDUIT \ 


— MOZRDO 


8B 

L 

A 

c 

K 

/ JUNCTION BOX IN 
X FURNACE. CABINET 
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q F i CONT ROL CIRCUIT ERECTION : 
Xin 02-801-62 WTLE FURNACE 
oe ; a ies GAS INSTALLATION ELECTRICAL WIRING DIAGRAM 






EFF. O2 1ASUB, 
031 &SUB. 


OTe (EF Os vasus. | 
; RUG H- 16-46 DRAWING NUMBER 
EM-O2-N- 401. 


REVISED BY 
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FAN MOTOR 





3-14-49 


a saab 











NOTE"A~ 
BRASS ESCUTGHEONS USED ON 
BOTH SIDES OF BEDROOM DOORS. 
nore* 
(1) 02-462-11 SPACER: 
()} 02 -452-7! STRIKER PLATE 
(2) 02 -452-83SCREWS 











® 


02-201-22 WALL SECTION — 
BEOROOM NO. 2 -. 


02 -201-14 WALL SECTION — 
BEDROOM NO. 1 
























7777 02-3i-114 INT, DOOR JAMB PANEL 
~ .25 CLEARANCE SLOT 


02-452-1t SPACER — INT. 
DOOR LOCK STRIKER 





MINS 


— 02- 452-71 STRIKER— 
SLIDING DOOR 
















#9 -32X 3/4" FLAT HD. 
(SH. MET. SCREW. - 
See noTe* 


WW’ 





AY 


NUNINT 





NK 










NUS 


02-£22-14 KOROSEAL WASHER 
(7 REQ'D. PER JAMB) 


KS 






foETA ‘WA 
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eens | Seg Meee ce) 






7, 


8. 18 X5/8 TRUSS HD. 
TAPPING SGREW(LS24 4-108) 
(7 REQ’) : ; 
) 
ERECTION 


WME BEDFOOMS~ DOOR JAMB 
& STRIKER INSTALLATION 
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Oe ee ee DRAWING NUMBER 
& 


iweae M-O2-M-120.1 | 







w 


Yi 







Ip 





\/ 








y 





i 


















8 _ 
W.6.6 














“7 RELEASE NO. | OATE 
NP~623 4-18-49 
NP-683 | 6-9-49 | 








ea aa . INTERIOR DOOR HEADER PANEL 


02-311-49 


| REGESS PANEL - 








= 


(2) ROLLER ASSEM. 
; 1HANGERS 

SN (4 (LS 70-10B)MACH, 
i \ SCREWS. 


ye 






02-311-49 INTERIOR 
DOOR HEADER PANEL 


we 


Sy 


fa INTERIOR SLIDING DOOR 
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ror vetars A-B-G a section AA, ; se OS THIN ——— 
TURN TO PAGE EM-O2-M-140.1 : CORPORATION : 
ERECTION : MANUAL 
WME SLIDIN3S DOOR & HEADER PANEL 
INSTALLATION 


DATE JEFF. Sit & SUB. 


fa a DRAWING NUMBER 
wes. |EM-O2-M-130.1 






PREPARED BY | 
R.W.GEYER 


REVISED (R) 
6-9-49 



















= " 238 ; RELEASE NO.] OATE 
pate y MINN HONEYWELL HONEYWELL FANS LIMIT FAN & LIMIT FURNAGE Gi CONTROL - 
02-910-26 


; : MINN-HONEYWELL THERMOSTAT O2- 92-910-27 eo LA~401-A 
TYPE T-1I-A 


ALTERNATES 


WHEN MINN> HONEYWELL GONTROLS 
ARE DESIRED. - 





















02-810-234_ 
| PENN. STACK GONTROL 
é 92-810-19 om TYPE 672 
| PENN, THERMOSTAT BURNER MOTOR ainaee 
TYPE-W 870~-A0-1C 
MODEL 1016 A PENN. FAN & LIMIT 
CONTROL 


WIRED =H TYPE-515-AT-13D 


| TRANSFORMER 





RED. 





In 
02-80-63 CONDUIT 





smn JUNCTION BOX 


; WHITE 


02-801-86 
GONDUIT 


( )———IN 02-801-65 CONDUIT 


mies onance 
WHITE ho WHITE 


\ hie 4 BLACK : BLACK 


THESE WIRES 
ARE STRIPPED AND 
TWISTED AT FACTORY 











= | 
ia (> wuITE = 


" 
7 ~— JUNCTION BOX IN FURNACE GABINET 


02-8 01-26 ——»-< 


HUN - 


CONDUIT de be-e0ies ConDUIC. ; CORPORATION 
(WIREO) . PENN, GONTROL GIRGUIT Sethe onan 
‘ TITLE 
A.C. LINE : OIL_ INSTALLATION FURNACE-ELECTRICAL WIRING DIAGRAM 
| [PREPARED BY 
soren : RWG. A. 





DRAWING NUMBER 


EM-O02-N-4012 





































RELEASE NO. | DATE 
_NP-629 4-14-49 


PRGCEEOQURE 


ATTACH {2} 400-44.€2 SEALS AT TOP OF FRONT PANEL 
02-802-167 & {2} AT BACK ON BOTTOM PANEL 02-8014828E FORE 
‘INSTALLATION OF 02-801 19 HEATER CABINET. SEE DETAIL"A™ ON | 
OWG. NO. EM-02-N-3t8t. NOTE THAT SEALS AT BOTTOM @ FRONT 
SIDES TO BE INSTALLED AF TER HEATER CABINET iNSTALLATION, 

INSTALL 02-801-19 FEATER CABINET ASS'Y, IN PLACE ANO 
HANG CABINET FROM ENDS OF 02-802-192 CARRIAGE BOLT WiTH 
ONE EACH PER BOLT, 02-332-20 RUBBER WASHER, LS403-6B NUT & 
(2) 02-802-129 WASHER, SEE DETAILB” ON EM-02-N-31.11. 

ATTACH (2) 400-24.80 SEAL TO SIDES OF FRONT PANEL 
02-802-167 BY ACCESS OF HAND HOLES IN BOTTOM OF CABINET. 
ATTACH (2)400-24.00 SEAL TO LEFT & RIGHT S:DES ON BOTTOM 
PANEL 02-801452IN ABOVE ;#ANNER SEE DETAIL'A’ ON EM-02-N-31.) . 

INSTALL 02-801-149 GAS BURNER ASSY. W:TH RETORT SHIELD 
HOUSING ATTACHED INTO 02-801-19 HEATER CABINET WITH 8-1/4 20 
BOLTS ‘WHICH ARE SHIPPED IN BURNER MOUNT FASTENED TO 
HEATER CABINET. REMOVE THESE BOLTS ANDINSTALL BURNER 
WITH SAME. ATTACH 02-801-151 CONDUIT TO BURNER PER WIRING DIA, 

ATTACH GAS PIPE FROM BURNER TO ELBOW IN SERVICE WALL . 
INSTALL 02-452-117 BRASS FLANGE AROUND GAS PIPE TO COVER 
ACCESS HOLE IN 02-311-138 WALL PANEL PIPES FROM WALL TO 
PRESSURER REGULATOR CN BURNER 70 BE-FURNISHED IN FIELD 
TO SUIT LOCAL REQUIREMENTS. 

ATTACH 02-610-22 FAN & LIMIT CONTROL SWITCH TO MOUNTING 
FLANGE 02-802-203 ON 02-801-I9 CABINET AND ATTACH 02-801-84 
CONDUIT TO BOX PER WIR.NG DIAGRAM : 

INSERT 02-622-84 STACK INTO 02-521-33 WELD ASSY. AND 
ATTACH WITH (2) LS 244-10B SCREWS. SLIP END OF 02-522-84 
STACK THRU 02-602-170 FLANGE. THEN INSERT TOP OF 02-521-33 
WELD ASSY. INTO 02-521-3' WELD ASSY. AND FASTEN WITH (2 } 

LS 244-108 SGREWS. ATTACH 02-522-5 CAP TO BOTTOM OF 02-521-33 
WELO ASSY. AND FASTEN WITH (2) 1S244-108 SCREWS. 

INSTALL 02-810-19 THERMOSTAT TO WALL PANEL 02-311-149 
IN LIVING (SEE OWG.NO, E4-02-4-71.1 }ANO CONNECT TO HEATER 
PER WIRING DIAGRAM, 







02-62$-31 : 
ORAF THOODIREF.} : 400-24.50 









02-801-149 GAS BURNER 
02-B01-19 HEATER CABINET ASSY. 






400-24.50 SEAL 


400-44.62 SEAL oS 
a a 02-810-22 
SEROETAR.A _ {— FAN @ LIMIT CONTROL 





002-311-138 
PANEL 
REF. 





BOL: 02-522-84 ? 
02 801-96 4 STACK 02-52-33 ASS. 
‘ 02-622-5 CAP 











02-801-15t  . Q%: 
CONDUIT a 




















see 400-44.62 SEAL 


002-452-117 AT BACK OF CABINET 


BRASS FLANGE 






02-311-76 
_ REF. 











02-311-30 
REF. 







O2-31t-140 
RE 


02-31-82 
REF. 


VIEW-REAR WALL UTILITY ROOM 
SHOWING FURNACE INSTALLATION 


OS THON 


SEE EM-02-N-40.11 FOR WIRING DIAGRAM SRRPRRALIOE 


SEE _EM-02-N-31.11 FOR DETAILS 
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STABILIZER 
: 


FIGURE 1 
DESCRIPTION 


SUCTION LINE CHECK VALVE 

RETURN LINE PRESSURE RELIEF VALVE 
FIRING RATE AOJUSTMENT 

ATOMIZING PRESSURE ADJUSTMENT 
PRESSURE GAUGE PORT PLUG 

FAN AIR ADJUSTMENT — 

CODEN TUBE 


RELEASE NO. | DATE” 
NP-727 [7-27-49 


STARTING AND ADJUSTING INSTRUCTIONS FOR THE WILLSAMS OIL-O-MATIC 
LUSTRON O3L BURNER 


WHEN THE INSTALLATION OF THE BURNER HAS BEEK COMPLETED »BURNER CAN 


' BE ‘STARTED BY FOLLOWING THESE INSTRUCTIONS: 


EQUIPMENT NECESSARY FOR TESTING FURNACE UNIT AFTER INSTALLATION 
7. GRADUATED fT PINT MEASURE CAN, OR GRADUATED CYLINDER 
2. COo TESTING KIT | : 
e: LOW PRESSURE GAUGE 
« DRAFT GAUGE 
5. WATCH 


BURNER START . 
BURNED Crone ATTEMPTING TO START THE BURNER, CAREFULLY INSPECT ALL 
PIPE CONNECTIONS FOR LEAKS. OIL WILL NOT REACH THE BURNER IF THE 
OIL SUPPLY LINE IS NOT AIR TIGHT FROM TANK TO BURNER. ~ ANY LEAK IN 
THIS LINE WILL CAUSE STARVING OUT. MAKE SURE THAT VALVES "A" -AND "B® 
ARE CORRECTLY INSTALLED. 
"CHECK THE METERING PUMP’ ADJUSTING SCREW "C" TO BE SURE IT IS 

TURNED, CLOCKWISE, ALL THE WAY IN. THE MAXIMUM FIRING RATE SHOULD 
BE APPROXIMATELY .75 GALLONS PER HOUR. 

REMOVE PIPE PLUG "E" FROM THE STABILIZER HOUSING AND INSERT A 
LOW PRESSURE GAUGE. 

SET THE AUTOMATIC DRAFT REGULATOR TO OBTAIN MAXIMUM DRAFT FOR 
STARTING THE BURNER. (CLOSED POSITION) 

‘OPEN THE HAND OPERATEO LINE SWITCH. SET THE THERMOSTAT AT 
RUNNING POSITION. (HIGHER THAN ROOM TEMPERATURE) 

SET THE FAN AIR ADJUSTMENT "F® JN THE CLOSED POSITIONS TOO MUCH 
AIR TENOS TO BLOW THE FIRE OUT ON STARTING. 

‘THE STARTING TIME WILL BE REDUCED BY POURING $ CUP OF FUEL OIL 
INTO THE STABILIZER BEFORE ATTEMPTING TO START THE BURNER. THE OIL 
MAY BE POURED THROUGH PORT "E" OR THROUGH THE COPPER TUBE "G", 

CAUTION: MORE THAN % CUP OF FUEL OIL WILL CAUSE A HEAVY 
PULSATING FIRE WHEN THE BURNER STARTS. 


( CONTINUED ON PAGE EM-02-N-61.1 ) 
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STARTING & ADJUSTING INSTRUCTIONS - CONTINUED 


CLOSE THE HAND OPERATED LINE SWITCH TO START THE BURNER. JF THE 
BURNER DOES NOT LIGHT THE PRIMARY CONTROL (STACK CONTROL) WILL CAUSE 


A SHUT DOWN, WAIT FIVE MINUTES; RESET THE PRIMARY CONTROL AND REPEAT 1. SHUT OFF-ELECTRIC CURRENT TO BURNER. 
THE START. “a 2. REMOVE BRASS VENT PLUG ON TOP OF BURNER OIL VALVE, LIFT our 
VALVE SPRING AND VALVE. REPLACE BRASS VENT PLUG. 
BURNER ADJUSTMENT ; 3. DISCONNECT OIL LINE BETWEEN PRESSURE ROTOR AND DIFFUSOR FLOAT 
FLAME HAS BEEN ESTABLISHED THE BURNER MAY THEN HOUSING AT THE FLOAT HOUSING. PLACE MEASURING CAN IN POSITION 
BE ADJUSTED TO OPERATE AT MAXIMUM EFFICIENCY. NEAR BURNER SO IT WILL CATCH OIL COMING FROM OIL LINE AS IN 
THE FIRST STEP IN ADJUSTMENT SHOULD BE TO SET THE ATOMIZING PRES- FIGURE #2. 
SURE AT NOT LESS THAN 2} POUNDS AND NOT MORE THAN 14 POUNDS FOR #3 le PLACE JUMPER WIRE IN STACK SWITCH FROM MOTOR POST TO HOT LINE- 
FUEL O'L. TURN THE ATOMIZING PRESSURE ADJUSTING SCREW "E" CLOCKWISE POST #1 TO #3. s 
TO_ INCREASE THE PRESSURE AND COUNTER-CLOCKWISE TO DECREASE THE PRES- 5. START BURNER AND CHECK TIME REQUIRED TO FILL MEASURING CUP TO 
SURE foo Hien PRESSURE IN THE-ATOMTZER WILL CAUSE PULSAT IONS. TOO TOP LINE - THE ONE PINT MARK. 
LOW PRESSURE WILL CAUSE NOZZLE. DRIPPING. 6. DETERMINE FIRING RATE FROM CHART 8ELOW, (RECOMMENDED RANGE FOR 
FULL RATE: .60 G.PH - MIN. ---- 275 G. PH = MAX.) 
‘DRAFT - IN THE AVERAGE INSTALLATION, THE DRAFT REGULATOR SHOULD 
BE ADJUSTED TO AFFORD A ORAFT OF NOT LESS THAN .02 ANDO NOT MORE THAN GALLONS PER HOUR LIME FOR ONE PINT 
e04. OF AN INCH OF WATER IN THE FLUE. 
IF THE DRAFT 1S TOO GREAT, A LARGE EXCESS OF AIR IS ORAWN THROUGH “30 1/2 sceccceee 15 MINe 
THE COMBUSTION CHAMBER AND THE EFFICIENCY OF COMBUSTION 1S REDUCED BE- 0 260 sseeeeees 12 MINe, 13 SEC. ..00.- BURNER 
CAUSE OF HEAT CARRIED UP THE STACK BY THIS EXCESS AIR. OR OPERATING 
CHECK SECONDARY AIR SETTING BY A CO2 TEST OF THE FLUE GASES. FOR 75 B/ty eo ceeeccce 10 MING covceeseseeses RANGE 
EFFICIENT BURNER OPERATION, FLUE GAS. ANALYSIS SHOULD BE 9% COo. 1.00 1 sessceesee 7 MIN, 30 SEC. 
SON: SEVERAL MINUTES ARE REQUIRED FOR THE BURNER ADJUSTMENTS ADJUST THE METERING PUMP ADJUSTING SCREW CLOCKWISE FOR MORE 
To ec Sone FULLY EFFECTIVE, THEREFORE ALLOW AT LEAST THREE TO FIVE MIN- OIL "3N-PUT", OR COUNTER-CLOCKWISE FOR LESS OIL "IN-PUT" 
UTES BEFORE MAKING ANY FURTHER CHANGE. 
INSPECTION OF THE FLAME CAN BE MADE THROUGH THE OPENINGS FOR THE 
THE FLAME 1S NOT VISIBLE FROM THE SIGHT GLASS ON THE LUSTRON FUR- HI-TENSION CABLE IN THE STABILIZER WITHCUT REMOVING THE CABLE. 
NACE UNIT.- THE FLAME 1S COVERED BY THE STAINLESS STEEL COMBUSTION CHAM- : 
BER AND ONLY REFLECTED HEAT MAY BE SEEN. 
DO NOT EXPECT THE STAINLESS STEEL COMBUSTION CHAMBER TO SHOW BRIGHT 
COLOR WHEN HOT. WHEN THE BURNER IS OPERATING AT NOT MORE THAN .75 GAL- VENT PLUG 
LONS PER HOUR, WITH THE AIR CORRECTLY ADJUSTED, THE COMBUSTION CHAMBER PRESSURE 
BECOMES. A DULL CHERRY RED. IF THERE IS ERRATIC OPERATION OF THE BURNER ROTOR FILL LUNE 
OR AN INABILITY TO MAKE THE SECONDARY AIR ADJUSTMENT FOR. 9% COo THEN IT 
WILL BE NECESSARY TO MAKE A CALISRATION OF THE BURNER FUEL RATE. THE RETURN 
PROCEDURE 1S AS FOLLOWS: 
DIFFUSION 


PROCEDURE ~ SEE FIGURE 2 


FLOAT HOUSING 


NOTE: 
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VOLUMETRIC GALIBRATION OF FUEL COMSUMPTION NF =S00 ~ 16: 10-49 












an PINT MEASURING CUP 


FIGURE #2 ae cs 
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REGULATOR 


VENT PLUG 


JO BE VENTED §N ACCORDANCE 
WITH LOCAL PLUMBING (GAS) CODE. 





MAIN COCK 


“BASO" SAFETY 
* VALVE 


PIEOT, SUPE LN TUBE NOTE: THIS PAGE SUPERSEDES ALL- 


PREVIOUS SERVICE INSTRUCTIONS 
FOR STARTING & ADJUSTING 
OF GAS BURNER. 


RELEASE NO. | OATE 
NP-680 {6-10-49 


BY 


' SEE PAGH EM-02-N-66.1 
FOR STARTING & ADJUSTING 
INSTRUCTIONS. 
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WILLIAMS GASOMATIC BURNER 
INITEAL START UP AND ADJUSTMENT 


_AFTER THE INSTALLATION IS MADE IT SHOULD BE CHECKED TO SEE 
THAT IT 1S IN GOOD ORDER AND READY FOR OPERATION. THE INITIAL 
START UP FOLLOWS: 
‘Le CHECK THE PIPING FOR LEAKS. A QUICK WAY TO DO THIS 
1S TO CLOSE THE BURNER HAND VALVE AND PILOT COCK, THEN TURN ON 
THE GAS PRESSURE TO THE GAS SUPPLY LINE AND OBSERVE THE METER 
TEST DIAL, THERE SHOULD BE NO MOVEMENT OF THE DIAL HAND FOR AT 
LEAST FIVE MINUTES ON A HALF FOOT DJAL. (PROPORTIONATELY LONGER 
ON LARGER DIALS.) ALL OTHER GAS APPLIANCES. MUST OF COURSE BE 
COMPLETELY SHUT OFF DURING THIS TEST. IF A LEAK IS DETECTED IT 
SHOULD BE LOCATED WITH A SOAP SUDS TEST AND CORRECTIONS MADE. 
2, FOR NATURAL AND MIXED GASES THE GAS PRESSURE IN LINE 
MUST BE BETWEEN A LOW LIMIT OF k" OF WATER COLUMN OR 2-1/2 
OUNCES PER SQUARE INCH. LOW LIMIT FOR MANUFACTURED GASES SHOULD 
BE AT LEAST 3-1.2" OR 2 OUNCES, HIGH LIMIT OF 10° WATER OR 6 
OUNCES ON EITHER GAS. LINE PRESSURE SHOULD BE CHECKED AND IF 
OTHER THAN THE ABOVE FIGURES, IT SHOULD BE CORRECTED OR THE 
LOCAL: GAS COMPANY CONTACTED. - 
- PURGE THE GAS LINE BY DISCONNECTING THE PILOT TUBING 
AND ALCOWING THE AIR TO ESCAPE INTO THE ATMOSPHERE UNTIL GAS 
“STARTS TO ISSUE FROM THE PILOT CONNECTION. RECONNECT THE PILOT. 
DO NOT PURGE THE GAS LINE INTO THE COMBUSTION CHAMBER. — 
e MAKE SURE THAT THE MAIN HAND COCK AND PILOT COCK ARE 
BOTH TURNED OFF. SET LIMIT SWITCH AT 250 DEGREES AND THERMOSTAT 
_ ABOVE ROOM TEMPERATURE. TURN ON AND CHECK TO SEE THAT MOTOR RUNS 
AND THEN TURN THERMOSTAT DOWN AND SWITCH OFF. 
at BEFORE STARTING, SET THE AIR SHUTTER RING SO THAT THE 
SLOT ON THE TOP: SIDE MEASURES ABOUT 1/2" OPEN, THEN TAKE CAP OFF 
REGULATOR AND SET THE SCREW AS FOLLOWS: 
FOR NATURAL GAS-1000 BTU - 3/8" TO 7/16" FROM TOP 
FOR MIXED GAS - 800 BTU = 11/16" 
FOR MANUFACTURED GAS ~ 500 BTU - 5/8" TO 11/16". 
THESE ARE APPROXIMATE SETTINGS FOR 80,000 BTU AND MAY HAVE TO 
BE CORRECTED AFTER BURNER 1S RUNNING. 
&. TURN ON THE MAIN LINE SWITCH AND SET THE ROOM THERMO- 
STAT ABOVE ROOM TEMPERATURE. LET THE MOTOR RUN FOR AT LEAST 
FIVE MINUTES TO PURGE THE COMBUSTION CHAMBER. 
SET THE THERMOSTAT BELOW ROOM TEMPERATURE TO STOP MOTOR. 
OPEN THE PILOT COCK ANDO DEPRESS IGNITER SWITCH ON THE 
RELAY UNTIL THE PILOT LIGHTS, THE PILOT CAN BE OBSERVED THROUGH 
THE PEEP GLASS IN THE REAR OF THE BURNER HOUSING. ‘THIS OPERATION 
MAY HAVE TO BE REPEATEO SINCE THE PILOT GAS LINE MUST BE PURGED 
OF AIR BEFORE THE PILOT CAN IGNITE. ON EVERY ATTEMPT TO LIGHT 
THE PILOT BE SURE TO RUN THE BLOWER FIRST 10 GET RID OF ANY PILOT 
GAS THAT MRY HAVE ENTERED THE COMBUSTION CHAMBER DURING A PREVI 
ATTEMPT. REPEATED IGNITION ATTEMPTS WILL HEAT UP THE TRANSFORMER 
1N THE RELAY REOUCING THE OUTPUT CURRENT. ALLOW A COOLING PERIOD 
OF APPROXIMATELY THIRTY MINUTES, IF THIS CONDITION OCCURS. 


NOTE: THIS PAGE SUPERSEDES ALL PREVIOUS 
SERVICE INSTRUCTIONS FOR STARTING 
AND ADJUSTING OF GAS BURNER. 


i 12 
- OPERATION BY TIMING METER FOR ONE MINUTE AND COMPARE WITH CHART BELOW. 
NUMBER OF BTUS REQUIRED, THIS GIVES NUMBER OF FEET GF GAS REQU-RED. 
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9. AFTER THE PILOT AGHITES WAIT Two MINUTES AND DEPRESS THE 
PLUNGER ON THE "BASO ® SAFETY VALVE AS FAR AS IT WILL GO AND RELEASE. 
.10, OPEN MAIN HAND VALVE. 
Ate SET THE THERMOSTAT ABOVE ROOM. TEMPERATURE TO -START BURNER. 
WHEN GAS INPUT REQUIRED HAS BEEN DETERMINED CHECK BURNER IN 


CHECK WITH LOCAL GAS COMPANY FOR BTU VALUE OF GAS AND DIVIDE THIS INTO 


EXAMPLE 3 -* 
Btu's REQUIRED PER HOUR® 
TU PER CUBIC FOOT VALUE OF LOCAL GAS 
804900 000 & 77 CUBIC FEET PER HOUA 
124, APPROXIMATELY 1.3 CUBIC FEET PER MINUTE 


FT. PER HR. FT. PER MINUTE FT. PER HR. FI. PER MINUTE 
— 660 a atest eta eg s 2 


72 1.2 120 2. 
ap 1.3 ve 126 201 
sf . 13 23 
eo f SS 
° 2e 
108 ig 186 5c2 
11 1.9 162 2.7 


ONLY ADJUSTMENT REQUIRED FOR INPUT IS ON REGULATOR. TURN SCREW 
DOWN FOR MORE GAS AND TURN SCREW OUT FOR LESS. D0 NOT SCREW DOWN 
PAST POINT WHERE NO FURTHER INCREASE IN PRESSURE IS NOTED. AIR SHUTTER 
MUST BE ADJUSTED AS REQUIRED. 

13. TO CHECK THE OPERATION OF THE SURNER START AND STOP IT SEV- 
ERAL TIMES WITH THE THERMOSTAT. 

ik. WITH THE BURNER RUNNING CHECK THE OPERATICN OF THE LIMIT 
CONTROL AND CIRCULATING FAN. 

19- MAKE THE FINAL SETTING OF THE AIR SHUTTER BY CHECKING THE 
FLUE GASES WITH AN "ORSAT" OR OTHER SIMILAR COMBUSTION TESTING INSTRU- 
MENT. THERE SHOULO BE NO CARBON MONOXIDE AND THE CARBON OIOXIDE CONTENT 
SHOULD BE WITHIN LIMITS PRESCRIBEO BY THE LOCAL GAS COMPANY. AIR SHUTTER 
MAY BE SET APPROXIMATELY CORRECT BY OPENING OR CLOSING AIR SHUTTER SO 
THAT THE TOP SLOT MEASURES AS FOLLOWS: 


60,000 BTu-1/8" 
65,000 BTU- 3/16" 
70,000 BTU- = 
5,000 BTU-3 
0,000 BTU-1/2" OPENING 
85,000 BTU-9/16" 
90,000 8TU- 11/16" 
FOR SUBSEQUENT NORMAL STARTING Cc 
AND SHUT OFF PROCEDURE, REFER TO THE ERECTION MANUAL 


INSTRUCTION PLATE MOUNTED ON THE BURNER. TME STARTING & ADJUSTING INSTRUCT- 
1ONS-WILLIAMS. GASOMATIC-GAS BURNER 


Prepaneo BY 
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MINN.- HONEYWELL 
FAN 8 LIMIT CONTROL 
TYPE LA-40I-A 


-UPPER LEVER, 


FAN ON 180° 


LOWER LEVER, 


FAN OFF 125 
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(REMOVE) 
DIAL LOCK SCREW 


KNURLED NUT 








CALIBRATED DIAL 





“ADJUSTING FINGERS: 

—BURNER (OFF) 250° MAX, 
FROM “LiMiT” (HIGH) 

~ BURNER (ON) 178° 
FROM" LIMIT™ 

- FAN {ON} 150° 

—FAN (OFF) 128° 


SETTINGS OF ADJUSTING 
“FINGERS” 


PENN 
FAN & LIMIT CONTROL 
TYPE 515 AT-13D 







—/ OS TRIN. 





. : .< CORPORATION 
NOTE: THIS PAGE SUPERSEDES 
~~ ALL PREVIOUS SERVICE eETON SETTING OF FURNRGE 
INSTRUCTIONS FOR SETTING DIAL oe US c 
: FAti & LIMIT” CONTROLS 


OF FURNACE CONTROLS, 
PREPARED 8Y DATE FF. SEE NOTE 
ia | DRAWING NUMBER 
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002-501-171 TRUSS (REF) SS 
TRUSS LOGATION - ‘ PROGEOURE 
FROM REAR " S \ LOCATE PER SKETCH ANO FASTEN 
a : 02-521-49 FRAME SUPPORT ASSY, TO 
-N NES ae ROOF TRUSSES WITH (4) EACH 
° ~ : ; SS W.. 14 WS 02-522-13 "U" BOLTS, 1/4°MED.SPRING 
‘ : ~ =~ S ; S SSS LOCKWASHER STL.CAD.PL{LS43}-416B), 
REO 8 Us CA IN SS & 1/4" LT. HEX.NUT STL.CAD. PL{LS403-4B) 
se NA (REF) NS : < SS THIS OPERATION TO BE MADE BEFORE 
ry SK NY ; ~ :§ GBoFE oN PLENUM, TRANSITE, CEILING PANELS 


ARE INSTALLED. 


oe % . DETAIL 'A’ 
LOOKING FROM REAR WE. Ss 
AT. LEFT SIOE ~ 


TO RIDGE 

02-50)-173; 
TRUSS USE OUTSIDE HOLES: 

. (REF) “y" 


FoR U BOLTS 


| ; % SS = 02-52I-49 
Re S S22 SUPPORT ASS'/. 





FOR GAS & OIL INSTALLATIONS 


USE OUTSIDE HOLES . 
CY 02-50-75 
FON Bats TRUSS (REF) 


YSTRON 


- TO REAR : ‘ Sy a LY : i . 
PLAN VIEW BN , Z ae f "INSTALLATION 
_ SHOWN FROM ROOF CHIMNEY FRAME SUPPORT 


DETAIL". 4 > Oey | DATE Tere 1001 & SUB 
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REL. NO DATE 
02-522-13 "U" BOLT Rea 384 ae 
02-522-3 ALUMINUM GASING - (2) LS403-4B NUT NnP-638 14-20-49 


(2)LS431-416B WASHER _ 


02-522-2 INSULATION 


SLEEVE BEFORE INS“ALLATION OF CEILING PANELS & PLENUM, 


PLAGE 02-521-3 FRAME ASS'Y. ON TOP RUNNER & LOCATE 
APPROX. AFTER TRANSITE & CEILING PANELS INSTALLED IN 
THIS AREA, THEN LOCATE FRAME WITH HOLE IN CEILING 
PANEL 8Y ATTAGHING L344-I608 CARRIAGE BOLT WITH 
LS 431-4168 LOCKWASHER 6 LS 403-48 NUT THRU CEILING 
PANEL 02-321-35 TO FRAME 02-52I-3 IN 2 PLACES. ’ 
TIGHTEN TOLEVEL CEILING PANEL, THEN SECURE 
02-52I-3 FRAME. TO TOP RUNNERS WITH (2) EACH 02-522-13 
“u’ SOLT, LS 431-416 B LOCKWASHER & 1S403-4B NUT. 

ATTACH 02-521-23 COLLAR TO 02-522-1 FLUE WITH 
(1) EACH L$ 68-5B SCREW, LS 400-68 NUT & LS 431-88 
LOCKWASHER, INSERT FLUE WITH COLLAR ATTACHED THRU 
HOLE WY CEILING PANEL @ HOLD FLUE WITH COLLAR 
ATTACHED TIGHT AGAINST TRANSITE BOARD. THEN SLIP 
02-622-71 COLLAR OVER FLUE & FASTEN COLLAR TO 
CEILING PANEL 027-321-385 WITH (5) LS 244-10 B SCREWS INTO 
(85) C 1005-8A-1 TINNERMAN PREVIOUSLY CLIPPED OVER 
HOLES IN CEILING PANEL. 

INSERT FRO?) HOLE IN ROOF PANEL THE NEXT (2) 02-522-1 
FLWE PIPE INTO BOTTOM FLUE. THEN INSTALL FROM TOP 
AROUND FLUE THE 02-5222 INSULATION SLEEVE & FIT 
©2.522-3 ALUMIN( M CASING AROUND INSULATION. NEXT INSTALL 

® Fourth PIECE OF F UE @ INSTALL LAST P ECE OF INSULATION, 

2 ; THEN FIT SECON!) PIECE OF 02-522-3 CASING TO 
COMPLETE FLWE INSTALLATION. 

















i 
' 
IN FIELD. 


PUNCH HOLE IN TRANBITE) 
BOARD TO RECEIVE 
CARRIAGE BOLTS 


~) 


a cee - 02-501. 173 TRUSS (REF) 






02-522-13 "U" BOLT <= 


— = —— = : 
(2) LS431-416B LOCKWASHER "> SS ee me | 9” FROM TOP OF 






(2) LS403-4B NUT a FLANGE TO BOTTOM 
OF FLUE PIPE 









02-502-226 TRANSITE BOARD(REF) 


02-32I-35 CEILING PANEL (REF.) 


LS44-1608 CARRIAGE BOLT 
LS403-4B NUT 
.LS 431-416 B LOCKWASHER 





02-521-23 COLLAR ATTACHED 
WITH (1) EA. LS68-58 SCREW, 
LS400-8B NUT, & LS 43I-8B LOCKWASHER 


See 


02-522-1 FLUE PIPE 
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-02-522-71 COLLAR ATTACHED 






WITH (5) LS244-10B. TO (5) CI005-8A-1 FOR STALLATION ERECTION 
TINNERMAN CLIPPED TO CEILING PANEL ® Ca Car TITLE SNiGEY ELOE 
SEE -EM-02-N-SLI : PREPARED BY DATE 
G.£. 3-11-49 ORAWING NUMBER 
ce. ® EM-O2-N-90.1 
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02-501-17) (REE) 
TRUSS 


02-521-3 
FRAME ASSEM. 


- 


21LS431 4166 WASHERS 
(2)LS403-48 NUTS 


02-52I-23 COLLAR ATTACHED 
- WITH (1) EAGH LS68-58 SCREW, 
@ LS400-88 NUT, LS43! -88 LOGK'WASHER 


02-521-54 @ 
DRAFTHOOD ASSEN. 


02:522-13" SS : 


. ; 2 a RELEASE NO] DATE | RELEASE Wo] DATE 
02-522-3 02-522-13 “y" BOLT " NP a 697 6-21-49 NP- 636 4-20-49 


(2)LS431-416B WASHERS : 
BEFORE INSTALLATION OF CEILING PANELSAND 

PLENUM, PLAGE 02-621'3 FRAME ASSEM.ON TOP RUNNER 
ANO LOCATE APPROX. AFTER TRANSITE AND CEILING 
PANELS ARE INSTALLED IN THIS AREA, THEN LOCATE 
FRAME WITH NIOLE 18 CEILING PANEL BY ATTACHING 
LS44-160B CERRIAGE BOLT WITH LS431-416B LOCK WASH- 
ER @ £8403-4B8 NUT THRU CEILING PANEL 02-321-35 
TO FRAME 02-S2t-3 tN TWO PLACES. T:GHTEN FO LEVEL 
CEILING.PANEL THEN SEGURE FRAME 02-521-3 TO TOP 
RUNNERS USING {2) EAGH 02-522-13 “UBOLTS. (4) LS-~ 
431-4160 LOCKWASHERS @ (431S403-48 NUTS. 

ATTAGH 02-52-23 GOLLAR TO 02°521-54 DRAFTHOOD 
USING (1) 1960-52 SCREW,13400-8B NUT 9 LS 43)- 88 
LOCKWASHER. INSERT ORAFTHOOD W:TH COLLAR ATT- 
AGHEO THRU HOLE :N CEIL'NG PANEL ANO KO_D 
DRAFTHOOD WELD ASSEM. WITH RING T’GH” ‘GAINST 
CEILING PANEL. THEN ATTACH RING ON ORAFTHOOD 
ASSEM. 02-521-54 TO CEILING PANEL 02°321-35 WITH 
(5) L$244-10B SCREWS INTO (5) C-1005- 04-1 1INNERMAN 
HUTS PREVIOUSLY CLIPPED OVER HOLES IN CE LING PANEL. 

INSERT FROM HOLE IN ROOF PANEL THE NEYT TWO 
02-622-1 FLUE PIPES INTO ORAFTHOOD AS:EM. THEN 
INSTALL FROM THE TOP AROUNO THE FLU@ TYE 02- 
$22-2 INSULATION SLEEVE AND FIT 02-622 3 ALUM- . 
INUM CASING AROUND INSULATION. NEXT :HSTALL 
THIRO PIECE OF FLUE AND INSTALL LAST *IEGE OF 
INSULATION, THEN FIT SECON? PIEGE OF 02 522 3 
CASING TO COMPLETE FLUE INSTALLATION. 






























02-522-2 
INSULATION SLEEVE ! ne, 


PUNCH HOLE IN 
TRANSITE BOARD 

'O REGEWVE CARRIAGE 
BOLTS IW FIELD. 


4 
—o~ 








TRUSS (REF 


613 From ToP OF FLANGE ~ 
To TOP OF FLANGE 


Ty 


rf . 02-502-226 (REF. 


: | TRANSITE BOARD - 


tS44-160B CARRIAGE BOLTS 
LS431-416B LOCKWASHER 








USTRON 


COR?C RATION 


@ JATTACH FLANGE ON RING OF DRAFTHOOD ASSEM. 


02-521-54 TO CEILING PANEL USING (5}LS244-10B ERECTON MANUAL 
SCREWS INTO (5) G-1005-8A-1 TINNERMAN NUTS INST Lb. ATIO HIMNEY FLUE 
d Witt AS INSTALLATIO 


CLIPPED TO CEILING PANEL. TITLE 
- . eed ees aa Te) 
REVISED fs BY 
EM-O2-N-9LI 


6-21-49 “T w.c,G. 











02-521-6 SHELL COVER ASS'Y. 












02-52!-14 SHELL ASS'Y, 


02-521-58 
FLUE CAP ASSY. 


02-52t-6 
; SHELL COVER ASSY, 
02-522-18 
CHANNEL (REF) 


fH eat if 
LS 403-6B NUT: 


LS 434-6168 LOCKWASHER 
(1) EACH PER BOLT 


02-62I-14 
SHELL ASSY. 







02-522-25 ANCHOR BOLT. 






SS 02-522-53 
SS SUPPORT(RER) 








02-521-16 
02-50!-173 — WELO ASSY.(REF) 


: 002-501-171 TRUSS (REF) 
TRUSS ( REF.) 







FLUE PIPE WITH INSULATION 
SLEEVE & ALUMINUM CASING 


LS434-6I6B WASHER . 

LS 403-6B NUT 

(2) EACH PER BOLT 

NOTE CHIMNEY SHELL RESTS ON TOP ROOF 
PANEL. ROOF PANEL NOT SHOWN. 


02-622-53 
SUPPORT ( REF.) 














Ret. NO. | vate] 
NP-674 6-1-49 





_ ATTACH 02-522-34 SADDLE TO 02-521-14 
SHELL ASS'Y. WITH LS66-5B SCREW, LS 434-83 
WASHER, 18400-88 NUT, & 02-522-14 KOROSEAL 
WASHER (4) EACH REQD. 

ATTACH 02 525-6 SHELL COVER ASSY TO 
02-521-S6FLUE CAP ASSY WiTH(3) EACH 
LS 58-5B SCREW, LS 434-68 WASHER, 3400-88 

" NUT, @ 02-622-14 KOROSEAL WASHER. 

ATTACH ONE END 02-522-28 ANCHOR BOLTS 
TO FRAME WITH (2) EACH LS 434-6168 WASHER 
13403-6606 NUT. 
THE:4 PLACE 02-52,-14 SHELL ASS'Y. ON LOCATION 
ANG ATTACH OTHER END OF 02 522-25 ANCHOR 
BOLY TO 02-622 16 CHANNEL IW THE SHELL 
ASS'f, OF CHIMNEY WITH {)YEACH PER BOLT 
L$43-6B NUT & LS 431-616 6 LOCKWASHER. 
TIGF TEN NUTS TO ADJUST POSITION OF SHELL 
AGA: NST ROOF PANEL. ; 

"ATTACH 02-621-6 SHELL COVER ASSY. 

WITH THE FLUE CAP ATTACHEO TO 02-521-14 
SHEILL ASS'Y. WITH (8 ) EACH 1$68-58 SCREW, 
(S4:-4-8B WASHER, LS400-88 NUT,B 02-522-1¢ 
KORUSEAL WASHER. : 7 












SOR 
INSTALLATIONS 






CORPORATION 







ERECTION 
TITLE © 







INSTALLATION 
CHIMNEY SHELL 


PREPARED BY | DATE [EFF 926 THRU 3000 


- GE. : 3-11-49 DRAWING NUMBER 
EM-02-N-I0}.1 






RELEASE NO. DATE | 


































Us 17 ‘9° $ ANCHOR BOLTS & STRUCTURAL WALL ; 02-311 130—- 
® , SERVICE WALL 8 y oof" PANEL REE 
8-0" - Lt a 2 CEILING LINE (REF) \ gpire 
¢ RANGE OUTLET : g@ REFRIGERATOR ’ ; 
3 } QUTLET FOR A’ Pmt dt MR SPFPY OUTSIDE Gas 
Sy 2 coo “aXe TE GAS . 
4 60°—) ———-{romsnre cise fa2-= {opener tentreteetaw tented betes ||! abd F 
ee ae 
PO eS en a 
SEE DETAIL I. (A SEE DETAIL2. i 
34 oa outer $4 cas ourcer FoR 
FOR RANGE REFRIGERATOR 









PLA | 
34% SUPPLY PIPE 













CASING 
ELOED TO 
4% PIPE 














"cas uine~<d 
TOFURNACE ¢ 


, 






02-31 -92 









A “ANEL REF. 
SERVICE WALL——~. 
Yer) —— | I 
=?) | ke wad: 
Ser - GRADE 
_ VARIABLE ' 
MIN 8" " 12" MIN. 










? DETAIL 1.8 2. 

"0 OUTLET FOR RANGE SHOWN— } GAS OUTLET FOR ; 
REFRIGERATOR SIMILAR ¢ 46 PIPE TO FURNACE 

TOP OF FLOOR SLAB 


TO FURNACE 
alpen 















fe . SECTION G-C 
SIDE rey 
METER VEW VARIABLE 





4 ¢ supPiy PIPE ; 
NOTES SUPPLY PIPE ENCA3EMENT AS SHOWN IS 
DEPENDENT ON LO DAL CODES. 
CASING TO BE SWENGED BEFORE WELDING. 
VARIABLE DIMENSI INS DEPEND ON LOCAL 
CODE REQUIREMENTS. 


CASING WELDED 
TO 1174"9 PIPE 









CAS'NG : 
WELDED To ME GAS SUPPLY & DISTRIBUTION 
SYSTEM — SUGGESTED 


$ ih ¢ PIPE a 2}¢ CASING _ SECTION B-B 





DRAWING NUMBER 


EM-O2-N-II1.1 


DETAIL 3. 





INSTALL 02-471-226 UTILITY - GUEST CLOSET WALL 
STRUCTURE, SECURE TO SERVICE WALL, TOP AND 
BOTTOM, WITH 12) 02-202-147 CONNECTORS, USING 

(6) LS4-10B SOLT 

(2) 1LS4-368 BOLT 

(8) 0S431-4168 LOCK WASHER 

(@) &S403-48 NUT 


SEE DETAIL “A”- UPPER CONNECTION — 
DETAIL "B"- LOWER CONNECTION 
PAGE N° EM-O2-P-12.11 


AND TO LIVING ROOM-UTILITY WALL, TOP AND BOT- 
TOM, USING 

‘t2) Ls4-108 BOLT 

(2) 18431-4368 LOCK WASHER 


SEE DETAIL “G” : 
PAGE N° EM-OR-P-12.11 


: STEP _ N° 2 


WSTALL 02-471-32 LIVING ROOM-GUEST CLOSET 
_ WALL STRUCTURE. SECURE TO UTILITY- GUEST 
CLOSET WALL, TOP AND BOTTOM, USING 
(2) LS4-10P BOLT 
{2} L$431-456B LOCK WASHER 


SEE DETAIL"D"- UPPER GONNECTION 
DETAIL “E"- LOWER CONNECTION 
PAGE N° EM-02-P-12.11 


STEP _N? 3 
INSTALL 02- 471-141 FRONT FRAME. SECURE TO 
LIVING ROOM-GUEST CLOSET WALL, USING 


(1) LS4-108 BOLT 
(1) 08431-4168 LOCK WASHER 


SEE DETAIL “D™ 
PAGE N° EM-02-P-12.01 


INSTALL 02-472-103 BATHROOM DOOR RECESS STUD 
AND SECURE TO FRONT FRAME, USING ‘ 

(2) LS70-6B SCREW 

(2) 1$431-108 LOCK WASHER 

(2) LS400-I0M NUT , 


SEE DETAIL “F” 
PAGE N° EN-02-P-12.12 


INSTALL 02-47!-80 STUD WELD ASSEMBLY. SECURE 
TO-FRONT FRAME, AT TOP, USING 

(2) .LS70-6B SCREW 

(2) L$431-108 LOCK WASHER 

(2) t$400-10M NUT 


SEE DETAIL “Go” 
PAGE N° EM-02-P-12.12 


AND TO LIVING ROOM-GUEST CLOSE® WALL, AT 
BOTTOM, USING 

(1) LS4-10B BOLT 

1) £$431-410B LOCK WASHER 


SEE DETAIL “£” 
PAGE N° EM-02-P-12.1) 


STEP N° 4 


INSTALL O2-472-247 END CHANNEL. SECURE To 
FRONT FRAME AND TO UTILITY-GUEST CLOSET 
WALL, USING : 

(4) LS70-6B. SCREW 

(4) LS431-108 LOGK WASHER 

{4) L$400-J0M NUT 


SEE DETAIL "H” 
PAGE N° EM-02-P-12.12 


RELEASE NO. DATE 
NP-733 8-2~49 


02- 471-226 
UTILITY-GUEST CLOSET WALL STRUCTURE ; 
02-471-141 02-472-247 02-202-147 STEP Ne 5 
FRONT FRAME WELD ASSEMBLY END CHANNEL GONNEGTOR MAKE BATHROOM DOOR RECESS TRACK 
: : ASSEMBLY. BY ATTACHING 02-452-64 TRACK TO 
02-471-32 02- 471-262 02-471-203: UPPER CHANNEL WELD ASSEMBLY, USING 





STRUGTURE ASSEMBLY VERTICAL SUPPORT 


{4} 1S70-68 SCREW 
(4) LS431-10B LOCK WASHER 
. (4) £$400-10M NUT 


SERVICE WALL (REF) 


SEE DETAIL "3° 
PAGE N° EM-02-P-12.12 


INSTALL C2-471-50 LOWER GHANNEL. SECURE TO: 
UTILITY - GUEST CLOSET WALL ANO DOOR RECESS STUD, 
USING 

{3) 1570-68 ScREW 

(3) (8431-108 LOCK WASHER 

(3) £$400-10M NUT 


SLE - DETAIL °K" 
PAGE.N° EM-02-P-12.13 


INSTALL UPPER CHANNEL. SECURE TO 
UTILITY WALL AND DOOR RECESS STUD, USING 
(3) 1570-68 SCREW 
{3} 15431-10B LOCK WASHER: 
(3) &$400-IOM NUT 


SLE DETAIL “L” 
PAGE N° EM-02-P-12.13 


BATHROOM DOOR RECESS 
TRACK ASSENBLY 


SECURE FRONT FRAME VERT. CHANNEL TO UPPER 
TRACK CHAYNEL, USING 

(2) 1370-68 SCREW 

(2). (3431-108 LOCK WASHER 

(2) 18400-fom NUT 


SEE DETAIL “a” 
PAGE N° EM-O2-P-12.13 


STEP N° 6 


INSTALL 02-471~262 VERT. SUPPORT, 02-472-210 LOW- . 
ER STUD, .\ND 02-471-147 STUD ASSEMBLY, SECURE 
AS SHOWN, USING 
(7) L370-6B SCREW 
(7) 5431-108 LOCK WASHER 
(7) L3400-10M NUT - 
SLE DETAIL "N"- VERTIGAL SUPPORT - TOP > 
a.» CONNECTION 
DETAIL “O"- UPPER RECESS CHANNEL 
a» CONNECTIONS 
DETAIL “p”- LOWER RECESS CHANNEL 
CONNECTIONS 
‘PAGE NO EN-O2-P-12.17 


THIS PASE SUPERSEDES PAGE EM-02-P-12.1 
AT HOUSE N°1301. : 


02-471-80 
STUD WELD ASSEMBLY 


02- 472-210 
BATHROOM DOOR RECESS LOWER STUD 






02- 472-103 


: CORPORATION 
BATHROOM OOOR RECESS STUD 


MANUAL 
02-471-58 S 
LOWER CHANNEL WELD ASSEM. - BATHROOM DOOR RECESS 


O2- 202-147 ic 
CONNECTOR 


02- 471-147" ’ 
STUD ASSEMBLY 





GUEST CLOSET - BASIC STRUCTURE 


PREPARED BY DATE EFF. 1301 & SUBS. | 


W. G, 6. G= 2~49 | ORAWING NUMBER 
. ‘EM-02-P-10.15 














noe 


a 


STEP NS | 


INSTALL 02-471-268 UNILITY-GUEST CLOSET WALL 
STRUCTURE, SECURE TO SERVICE WALL,1OP AND 
BOTTOM USINGI2)tS8-168 BOLTS 

{2 L$435-8168 WASHERS 

(291$433-816 B LOCKWASHERS 

(2)1$402-868 NUTS ; 

SEE DETAIL”A” FOR TYPICAL CONNECTION 
PAGE NE EM-02-P-11.18 


AND TO LIVING ROOM-UTILITY WALL, TOP © BOTTOM, 
(2b 1$4-108 BOLTS | : 
(2)1$430-416B LOCKWASHERS 

SEE OETAILG” PAGE EM-02-P-11.18 | 
STEP NS 

INSTALL -02-470-32 LIVING ROOM-GUEST GLOSET 

WALL STRUCTURE. SECURE TO UTILITY-GUEST 

CLOSET WALL, TOP AND BOTTOM, USING 
(2)L$4-108 BOLTS : 
(2) L$431-416 8 LOGKWASHERS 

SEE OETAIL“O” UPPER CONNECTION 


DETAILE” LOWER CONNECTION 
PAGE EM-02-P-11.16 


STEP NS 3 
INSTALL 02-471-141 FRONT FRAME. SECURE TO 
LIVING ROOM- QUEST GLOSET WALL, USING 
(8}L$4-108 BOLT 
(WLS431-4168 LOCKWASHER 
SEE DETAIL“D~ PAGE W°EM-02-P-10.18 
INSTALL 02-472-103 BATHROOM DOOR RECESS 
STUD AND SEGUAE TO FRONT FRAME,USING 
(2) sT0-68 SCREWS 
(2)LS 431-108 LOCKWASHERS 
(2)LS400-10M NUTS 
_ SEE DETAIL™F” PAGE 8° EM-02-P- 12.12 
INSTALL 02-471-80 STUD WELD ASSEMBLY, 
SECURE TO FRONT FRAME, AT TOP, USING 
fettgio;s8 SCREWS : 
211.$431-108 LOCKWASHERS 
(2)1.$400-10M NUTS 
SEE DETAIL“G” PAGE no EM-02-P-12.12 


ANO TO LIVING ROOM-GUEST CLOSET WALL, 
AT BOTTOM, USING 


{3} 4-10B BOLT 
19L5431-4168 LOCKWASHER 


SEE DETAIL“E “PAGE N° EM-02-P-11.18 
; STEP No 4 


FRONT FRAME AND TO UTILITY CUSST GLOSET 
od 0: 
WaLusiN 
(4)L$70-68 SCREWS : 
{4)L$431-108 LOCKWASHERS 
(4)LS$400-10M NUTS 


SEE DETAIL” WH" PAGE N° EM-02-P-12.12 


STEP Ne 5. 


MAKE BATHROOM DOOR RECESS TRAGK ASSEN. 
BY ATTACHING 02-452-54 TRACK TO 02-471-208 
UPPER CHANNEL WELD ASSEMBLY, USING 
'  (42.S70-68 SCREWS 
{491S431-10B LOCKWASHERS 
(4)t540040m NUTS 
SEE DETAIL “3° PAGE n° EM-02-P~12.)2 
INSTALL 02-471-38 LOWER CHANNEL. 
SECURE TO UTILITY-GUEST CLOSET WALL 
AND DOOR RECESS STUD, USING 


(3)LS70-68 SCREWS 
(3)LS43)-10B LOCKWASHERS 
(3)LS400-10M NUTS 


SEE DETAIL “K” PAGE Wo EM-02-P-12.13 


02-472-210 BATHROOM 


02-471-261 UTILITY-GUEST 


RELEASE NO. | DATE 
NP-7I7 7-20-49 


LOSET WALL STRUCTURE 
02-475-141 FRONT £2 FE B45 
FRAME WELD ASSEMBLY VERT.SUPPORT 
Os 
; D GHANNEL 
02-471-32 
RUCTUR MBLY 






DWG.EM-O2-P-I116 


of oF) wy 
ap) 7 ~~, STEP_NS 5 (conninven) 
t. Pa INSTALL UPPER CHANNEL.SECURE YO UTILITY 


WALL AND DOOR RECESS STUD, USING 
(3)LS70-68 SCREWS 
(3)LS431-108 LOCKWASHERS 
(3)1L$400-10M NUTS e 
‘SIE DETAILL PAGE NE EM-02-P-12.13 
SECURE FRONT FRAME VERTICAL CHANNEL TO 
UPPER THACK CHANNEL , USING 
(2)LS70-68 SCREWS 
(201.$43)-108 LOCKWASHERS 
(2)t$400-10M NUTS 
SKE DETAILM”PAGE N2 EM-02-P-12.13 


STEP N26 . 
IB-a- - VERTICAL SUPRORT, O2- 


BATHROOM DOOR : 
R oy A ay A e A 
t 
INSTALL ¢ 
472-210 LOWER STUD, AND 02-471-147 Stud 
ASSEMBLY. SECURE AS. SHOWN, USING 
H (7)L$70-6B SCREWS 
J7pLS43s>108 LOCKWASHEAS 
. 7}LS400-10M NUTS 
. SNE OETAIL“N"-VERTICAL SUPPORT- 
TOP CONNECTION 
os DETAIL"O™- UPPER RECESS GHAN- 
: "NEL CONNECTIONS 
qe DETAIL” P>LOWER RECESS CHAN- 
: REL CONNECTIONS 


PAGE N2 EM-02-P- ~ 


Laie 80 


O WELD A ME 





DOOR R LO 





SEE DETAIL A” . a 
5 Py | B o . 
DWO.EM-02-P-1118 y _ 
f 


TSTRON. 


CoaposaTion 


002-472-103 BATHROOM 
DOOR RECESS STUD 


O02 47158 Low Re HANNEL WELD 
: - BATH MIO f 


“fey 
OU 


ERECTION MANUAL 


e _. frme GUEST GLOSET- BASIC STRUCTURE 
DATE [FFF 2001 & SUBS. 
W.GG. 7-20-49 


ORAWING HUMBER F 
EM-02-P-11.15 | 


-NOTE: 
THIS PAGE SUPERSEDES PAGE 
EM-02-P- ~ AT HOUSE 2001 - 


02-471-147 STUD 
ASSEMBLY 


RELEASE NO.) DATE 
NP -TIT 7-19-49 








ERVICE WAL 





02-471- 141 FRONT 








7913 X 1" HEX. HD. BOLT(LSB-168 
FLAT WASHER (15435-8168 
]'/gi LOCKRWASHER (13435-0163) 
/¢=13 HEX. WD.NUT(LS403- 68) 


~20X5/g HEX. BOLT (1$4-108) DETAIL "D" 
ut “STEP NOD 


1/4" 3PR'G.LOCKWASH'R.(L$431-4168) 















SS 
BZ . oust Yq~20 % 5/6 HEX. HD, BOLT {L94-10B} 
WAZ ene of 7a SPR'G, LOGKWAS JERILS 431-4168) 
Be Oe i : : (ete 
ee : 
ZA O2-474-261 F ti 


NM 


02-471- 86 FuNnTt 






NN 







02°471-32 GUEST 
CLOSET STRUCTURE 











GUEST CLOSET WALL 
STRUGTUREIREF. 





DETAIL "E" 


ny ~ 






02-201- 16 WALL 
DETAIL "a" STRUCTURE 
STEP _N°l THIS PAGE SUPERSEDES EM-02-P-42.1) 


AT HOUSE NO. 2001 


ate. 







Ree LLL 


CORPORATION 






oe MANUAL 
‘GUEST GLOSET STRUCTURAL DETAILS 
PREPARED BY | DATE [EFF 200] & SUB. 


Ww. C.6. 






TRE 


Vc SPR'C.LOCKWASHERILS431-416B) EST GLOSET WALL 


DETAIL "GC" 
‘STEP NET 












RELEASE NO. 
NP - 687 









L94-108 BOLT, 1/4-20% 8/6" HEX. HD. CAD. PL. : 
19431-4168 LOCK WASHER 1/4 MED. SPRING , CAD. PL. 
LS 403-48 NUT, 1/4-20 LIGHT HEX., CAD. PL. 

4 EACH REQ'D. 





02-202-147 
CONNECTOR 






02- 471-32 
GUEST CLOSET STRUCTURE! 






02-471-226 
CLOSET STRUCTUR' 








02-471-226 REAR 
02- 471-141 FRONT 
















SERVICE WALL 






L9 4-108 BOLT ; : 
LS 431-4168 LOCK WASHER DE TAIL D 


STEF NE 2 
Ne E A-02- P-12.1 





02-201- 16 
WALL STRUCTURE 







002-471-226 
UTILITY GUEST CLOSET WALL : 


DETAIL A’ 


STEP N?} 
NO EM-02-P-12.1 


LS4-10B BOLT, 1/4-20X 3/8” HEX. HD, CAD. PL, 


a 
L$4-108 BOLT, [/4-20X 5/6" HEX. HD. CAD. PL. L9 431- 4168, LOCK WASHER 1, 4 MED, SPR., CAD. PL. 


LS 431-4166 LOCKWASHER,I/4 MED. SPR.GAD. PL. 
L$ 403. 4B NUT, 1/4-20 LIGHT HEX. CAD.PL. 

2 REQ'D. . : 

1/4 -20% 5/8" HEX. HD. CAD. PL.-LS3 4-108 BOLT 


1/4 MED, SPR.CAD, PL.-L943I- 416B LOCK WASHER 


DETAIL C 


STEP NGI 
NY EM-02-P-12.1 


02-475-226 REAR 
02-471-80 FRONT 





02-471<32 
GUEST CLOSET STRUCTURE 















DETAIL E 
CLOSET STRUCTURE STEP Ne 2 
02-202- (47 eracbe: P-12.1 : OSTRIN- 
CONNECTOR : ‘ c CORPORATION 
L94-36B8 BOLT, 1/4-20X2-1/4" HD.CAD. PL. | . 
DETAIL B LS 43%- 4168 LOCKWASHER, 1/4 MED, SPR.CAD.PL. : ERECTION 
SHES L$ 403-46 NUT, 1/4-20 LIGHT HEX. CAD, PL. Time : ea ; 
NOEM-O02-P-12.4 | as ass GUEST CLOSET STRUCTURAL DETAILS 






PT 6-20-49 






DRAWING NUMBER 


EM-02-P-12.1 





PREPARED BY | DATE 





+ ome oot 













1870-68 SCREW = 

3431-108 LOCK WASHER \ 

L$400-IOM NUT; ‘\ 
(2) EACH REQ'O. : 


02- 472-103 ‘ 
BATHROOM DOOR RECESS STUD 


UTIL.-G. C. WALL (REAR) CONNECTION 


O2- 471-141 
FRONT FRAME (FRONT) CONNECTION 


DETAIL "H" 


02 -472-247 
END CHANNEL 


L$70-68 SCREW 
L3431-108 LOCK WASHER 
L$400-10M NUT 


(2) EACH REQ'o, 


- LS 400-10M NUT 


















A NP-717T 7-20-49) 






L370-6B8 SCREW 
L$ 431-108 WASHER 


(2) EACH REQ'D. 


02- 47-141 
FRONT FRAME WELO ASSEMBLY (REF.) 


02-471-80 
STUO ASSEMBLY {REF.} 


ra 


DETAIL "G 


ee RSX 02-473.208 
GSS Sq UPPER CHANNEL WELD ASS ZMBLY 


02- 452-54 
TRACK 





DETAIL “s” 


DSTHIN. 


ay CORPORATION 


ERECTION . 
TITLE 
GUEST CLOSET - STRUCTURAL DETAILS 





MANUAL 










PepDR | 6-22" 
i OS are 

7s) REVISED BY 

@ Moeaa | wee | EM-O2-P-12.12 








302-472-103 
'STUD-BATH RO: 
DOOR RECESS 


1870-68 SCREW 
ROE ae ASTER 


(S400-10M NU 










® 


STRUGTURE- UTILITY- 
‘ {GUEST CLOSET WALL 


LOWER CHANNEL ASSEM- 
BATH ROOM DOOR RECESS 


DETAIL "kK" . 





LS70-6B SCREW 
LS$43!-108 WASHER 
L$400-i0M_ NUT 





® 


STRUCTURE -UTILITY- 
GUEST CLOSET WALL 





“UPPER TRACK ASSEM.— 
BATH ROOM, DOOR RECESS 


D DETAIL"L’, 
® 


RELEASE NO. | OATS v4 
NP- 687 6-22-49 


-.: | t70-68 SCREW 
LS431-108 WASHER 
LS400-10M_NUT. 

02-471-141 

{rnin ASSEM- 

FRONT- GUEST CLOSET 


Peas yi TRACK ASSEM~ 
BATH ROOM DOOR RECESS| 





DETAIL "M" 


® 





Co CORPORATION 


MANUAL 


ERECTION 
TILE GUEST CLOSET—STRUCTURAL DETAILS 


: 0-28 40 parte 
REVISED BY : 
7-20-49 WCG EM-02-P- 12 . 13 





ae 





“RELEASE NO. | DATE 

. NP-733 
10-24X 3/8” RND. HD. SLTD, MAGH. SCR, ; 10-24 X 3/8" RND. HD. SLTD, MACH. SCR., 

CAD. PL. (LS70-68) GAD. PL. (LS70-68) 2 

10 MED. SPR. LOGKWASHER, CAD. PL. : 10 MED. SPR. LOCKWASHER, CAD. PL. 

(LS431-108) ; * (LS431-108) 
10-24 HEX NUT, NKL.PL. (LS400-IOM) 10-24 HEX NUT, NKL. PL. (L$400-10M) 
( TYP.) ( TYP.) : 













02- 472-247 CHANNEL 002-471-282 VERT. SUPPORT (GNTR.) 


02-471-282 SUPPORT 


nen 02-471-147 STUD ASSEM.— 
DETAIL N BATHROOM DOOR REGESS 


02- 472-210 STUD- LOWER 
BATHROOM DOOR RECESS ; 

02-472-210 STUD ( FRONT} 
02-471-147 STUD ASSEM {(GNTR.) 


02-471-58 WELD ASSEM- 
LOWER GHANNEL BATH— 
ROOM DOOR RECESS 


DETAIL "O" 


10-24 X 3/8" RND. HD. SLTO MACH. SGR., 
CAD. PL. (LS70-68) 
10 MED, SPR. LOCKWASHER, CAD. PL. 
{15431-1068 ) 
10-24 HEX NUT, NKL. PL. (LS400-10M ) 
(TYP.) 


THIS PAGE SUPERSEDES PAGE EM-02-P- 12.14 
AT HOUSE N‘ 1301. 







CORPORATION 
ERECTION 


DETAIL "Pp" : oe Tite : 
GUEST OLOSET STRUCTURAL 
‘DETAILS 


B BS 
PREPARED bY DATE FF.1301 & SUBS. 


Sadr Sal ti DRAWING NUMBER 
: ; EM-O2-P-12.17 


MANUA 


\ 








STEP N° 7 


INSTALL O2-471-92 PANEL WELD ASSEMBLY. PO- 
SITION UPPER FLANGE INTO CLIP ON TRACK 
CHANNEL. SECURE REAR FLANGE OF PANEL TO 
UTILITY - GUEST CLOSET WALL, AND BOTTOM OF 


ae FLANGE TO LOWER DOOR RECESS CHANNEL, 
IN 
(6) LS244-108 SCREW 


SEE DETAIL “A” 
PAGE N° EM-OR-P-20.1 | 


STEP_N° 8 


INSTALL O2-471-94 JAMB PANEL ASSEMBLY, PO- 


SITION UPPER FLANGE INTO CLIP ON TRACK 
CHANNEL, AND "X" FLANGE INTO "V" FLANOE 
OF 02-471-92. SECURE "V" FLANGE TO TRACK 
CHANNEL AT TOP AND DOOR RECESS CHANNEL AT 
BOTTOM, USING 

(2) LS244-10B SCREW 


SEE DETAIL “A”. 
-PAGE W° EM-O8-P-20.11 


STEP N° 9 


INSTALL 02-472-100 STUD AND SEGURE TO 
FRONT FRAME ASSEMBLY, USING 

(2) LS70-6B SCREW 

(2) L$431-10B LOCK WASHER 

(2) L$400-10M HUT 


INSTALL 02-471-120 GUIDE ASSEMBLY AND SE- 
CURE TO STUD, USING 

{2) tS66-ep SCREW 

(2) LS$431-68 LOCK WASHER 

{2) LS40D-6B NUT 


INSTALL O2-472-203 DOOR GUIDE BRACE. SE- 
CURE DOOR GUIDE ASSEMBLY TO O2-471-80 STUD 
WELD ASSEMBLY, AND DOOR GUIDE BRACE TO 
DOOR GUIDE AND STUD WELO ASSEMBLIES, USING 

(3) LS70-6B8 SCREW : 

(3) LS431-108 LOCK WASHER 

(3) LS400-iom HUT 


SEE DETAIL “B” 
PAGE N° EM-O8-P- 20.11 
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02- 471-141 0z-4T1-80 ; 
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CREF.) : (nee) 
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02-4752 94 
JAMB PANEL WELD ASSEM. 
( REF) 
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02-473-120 
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STEP Ne 10 
ATTAGH 02-471-96 BACK PANEL ASSEMBLY TO 
02-471-189 BACK PANEL ASGENBLY, USING 
(6) LS244-10B SCREW ; 


INSTALL THE ABOVE TWO-PANEL ASSEMBLY, 

SECURE RIGHT HAND FLANGE 10 O8- 471-92 

SIDE PANEL WELD ASSEMBLY ( REF.), USING 
(6) 16244-10B SCREW 


SECURE BOTTOM FLANGES OF TWO-PANEL 
" ASSEMBLY TO BOTTOM SPACER OF UTILITY- 
QUEST CLOSET WALL, USING 
(a) t9244-108 


SEE DETAIL "A" ; 
PAGE N° EM-08f-P-31.11 
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BACK PANEL ASSEMBLY 
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7 RELEASE NO. | DATE 
IVING ROOM - GUEST CLOSET WALL NP- 687 = | 6-22-49 


UTILITY - GUEST CLOSET WALL 
( REF.) 


INS“ALL O8-471-127 SIDE PANEL ASSEMBLY 

AS SHOWN, SECURE RIGHT HAND FLANGE OF 

SIO: PANEL TO TWO-PANEL BACK. ASSEMBLY, 
(6) LS244-108 SCREW 


‘POSITIO 3 FRONT OFFSET OF SIDE PANEL INTO - 
CORNER AND ALIGN HOLES WITH HOLES IN 
08-471. 60 STUD WELD ASSEMBLY (REF). 
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(6) REQ. 
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STEP_N2 12 ae - NP- 667 
O2-312-19 : 


AFTER LIVING ROOM WALL !S PANELED AND . MODIFIED PANEL- 18°x 24" ° t v 
CORNER PANEL INSTALLED, INSTALL 02-3Ie- en O2-471-154 . STEP_N& 15 iconrmueo) 


19 PANEL AND 02-47-1854 PANEL ASSEMBLY. QUEST CLOSET PANEL ASSEMBLY 

SECURE TO STRUCTURE AS !N STANDARD 02-31-13 

PANELING PROCEOURE, USING DOOR JAMB PANEL ASSEMBLY 
(9) 8244-108 SCREW 


INSTALL O2-471-165 TRIM PANEL /.SSEMBLY, ~~. 









SATHROOM DOOR RECESS TRACK 





AND SECURE RIGHT END TO-JAMO PANEL AS- aeeenery (REF. ) 
SEMBLY, USING ‘ 
(2) 1$244-10B SCREW - STAR ORILE. HOLES IN CONCRETE FOR (2) O2-202-69 EX- 
PANSION SHIELD, AND INSTALL SHIELDS. REPOSITION 
= SEE DETAIL “A” AND SECURE JOOR TRAOK, USING 
; PAGE N° EM-02-P-44.1) (2) L8e0-68 SCREW 
SECURE RIGHT.END OF O2-471-120 DOOR SEE DETAIL "a" 
GUIDE ASSEMBLY ( REF.) TO JAMS PANEL PAGE N° EM-O08-P- 44.52 
: ; “a grorare ScREW INSTALL DOCRS. ADJUST SLIDERS AND LOCK IN POSITION, 
STEP_N? 13 
ao INSTALL O2-3II-113 DOOR JAMB PANEL AS- _ TIGHTEN SET SCREWS. 
: * : EMSLY AS IN STANDARD PANELING PROCED- - 
! URE, SECURE “V" FLANGE TO BATHROOM 
2 4 DOOR TRACK CHANNEL AT TOP AND BATH- 
ROOM DOOR RECESS LOWER CHANNEL AT SOT- 
TOM, USING 
(2) ($244-108 SCREW 
O2-471-166 


TRIM PANEL ASSEMBLY 


STEP_N2 ih 


. INSTALL O2-471-93 TOP PANEL ASSEMBLY, 
AND SECURE TO STRUCTURE AND INTERIOR 
PANELS, USING 

(17) US204-68 SCREW 


SEE DETAIL "B" -~ 
PAGE N° EM-O2-P- 44:12 


INSTALL O2-475-122 JAM6 PANEL ASSEMBLY, 
SECURE JAMB PANEL AND 02-471-127 SIDE 
PANEL ASSEMBLY ( REF, ) TO 02-471-60 STUD 
WELD ASSEMBLY (REF.), USING 

(4) Ls244-10B SCREW 


SEE DETAIL “8” ; 
PAGE N° EM-O08-P- 44.11 





INSTALL 02-471-126 SHELF. INSTALL 
O8- 452-67 CLOTHES ROD WITH (2) 02- 452-32 
MOUNTING FLANGE, USING 

. ; (4) 1$244-108 SGREW 


SEE DETAIL "8" 


02-475-58 
LOWER CHANNEL WELD ASSEMBLY - 
BATHROOM DOOR RECESS { REF. } 
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STEP NO 15 | ERECTION . MANUAL 
POSITION O2- 472-17) DOOR TRAGK. INSTALL epee iced a GUEST CLOSET - EXTERIOR PANELS 


(1) 0&-471-206 AND (1) 02-471-207 JAMB PANEL ASSEMBLY 
SLIDING DOOR. ALIGN DOORS, AND 


LOCATE TRACK. FOR PANEL INSTALLATION PREPARED. OY. | DATE JEFF: 623 @- SUBS, 


IN THIS AREA, SEE pes dake DRAWING NUMBER 
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DETAIL "A" 
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STEP _N2 12 


AFTER LIVING ROOM WALL IS PANELED AND 
CORNER PANEL INSTALLED, INSTALL 02-3!2- 
19 PANEL AND O2-471-154 PANEL ASSEMBLY. 
SECURE TO STRUCTURE AS IN STANDARD 
PANELING PROCEDURE, USING 

{9) L$244-10B SCREW 


INSTALL 002-471-155 TRIM PANEL ASSEMBLY, ~. 


AND SECURE RIGHT END TO JAMB PANEL AS- 
SEMBLY, USING 
, {2) L9244-108 scREW 


SEE DETAIL “A” 
PAGE N* EM-O2-P-44.11 


SEGURE RIGHT ENO OF 02-471-120 DOOR 
GUIDE ASSEMBLY { REF.) TO JAMB PANEL 
ASSEMBLY, USING 

sits, (2) LS244-10B SCREW 


STEP N° 13 


INSTALL O8-31I-113 DOOR JAMB PANEL AS- 
EMBLY AS IN STANDARD PANELING PROCED- 
URE, SECURE "V” FLANGE TO BATHROOM 
DOOR TRACK CHANNEL AT TOP AND BATH- . 


ROOM teats RECESS LOWER CHANNEL AT BOT- . 


TOM, US 
(2) Tee4e- 108 SCREW. 


STEP _N° 14 


INSTALL O2- 471-93 TOP PANEL ASSEMBLY, 
AND SECURE TOSTRUCTURE AND INTERIOR 
PANELS, USING 

t17) L8204-¢8 SCREW 


SEE OETAIL "8" 
PAGE N° EM-OB-P- 44.12 


INSTALL O8-471-283JAMB PANEL ASSEMBLY. 
SECURE JAMB PANEL AND 02-471-I27 SIDE 
-PANEL ASSEMBLY ( REF, } TO 02-471-60 STUD 
WELD ASSEMBLY [ REF.), USING 

(4) (9244-108 SCREW 


SEE DETAIL “8” 
PAGE NY EM-O2-P- 44.11 


INSTALL 02-471-126 SHELF. INSTALL 
O2-452-6T CLOTHES ROD WITH (2) 02-452-32 
MOUNTING FLANGE, USING 
(43 LS244-10B SCREW 


SEE DETAIL "8" 
PAGE N° EM-02-P- 44.12 


STEP No |} 
POSITION O2-472-1T! DOOR TRACK. INSTALL 
(1) O2-471-206 AND (1) 02-471-207 


SLIDING DOOR. ALIGN DOORS, AND 
LOCATE TRACK. 








O2-312-19 
MODIFIED PANEL- 16"x 24° 
02-471-154 
GUEST CLOSET PANEL ASSEMBLY 
02-31-13 
DOOR JAMS PANEL ASSEMBLY 
BATHROOM DOOR RECESS TRACK 
ASSEMBLY. { REF.) 
O2- 471-168 


TRIM PANEL ASSEMBLY 


02-471-58 
LOWER ‘CHANNEL WELD ASSEMBLY - 
BATHROOM DOOR RECESS { REF. } 


02-471-94 
JAMB PANEL ASSEMBLY 
(REED 


02-471-283 
JAMB PANEL ASSEMBLY 
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‘DRAWING N° EN-02-M-7}.1 


OATE 
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RELEASE NO. 
NP-78¢ 


STEP_NS& 15 .continveo) 


STAR ORILi :10LES IN CONCRETE FOR (2) 02-202-89 EX- 
PANSION SHIELD, ANO INSTALL SHIELDS.. REPOSITION 
AND SECURE. DOOR TRACK, USING 

(2) Lees-s8 SCREW 


SEE DETAIL “A° 
PAGE N° EM-OR-P- 44.12. 


INSTALL DOORS, ADJUST SLIDERS AND LOCK IN POSITION, 


“TIGHTEN SE7 SCREWS. 
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RTGP I: 


STEP 2: 


STEP 3: 







ATTACH BACK GOVER PLATE 02-472-46 TO BOTTOM SHELF 02-471-21 USING (2)-LS244-I0B 
NO.6 TR.HD.SLOTTED TAPPING SCREWS. BOLT BOTTOM SHELF TO 02-201-81 ; 
WALL SECTION USING LS4-—-10B HEX HEAD BOLT. SEE FIG. I. 


WITH LS4-10B HEX HD.8OLT. ATTACH 02-472-46 BAGK COVER PLATE TO TOP 
SHELF USING NO.6 TR.HD, SLOTTED TAPPING SCREWS, LS244-10B8 


ATTACH TOP SHELF 02-471-62 TO TOP WALL SEGTION SPAGER O8-201-81 ce 


ATTAGH (6) 02-472-47 VERTIGAL ANGLES, (3) 08 RIGHT SIDE OF CABINET 6 
(3) ON LEFT SIDE OF GADINET, LINKING TOP & BOTTOM SHELVES. USE LS66-58 


MAGHINE SCREWS AND 1S407-0M LOW GROWN ACORN NUTS. AND 1S433-B8 WASHERS. 
- SEE FIGS. LAND 2, ue “0 


/4-20 X 5/8 
%. HO. BOLT 
: 134-108) " 
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02-471 -27 
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02-; | 
ia tT SEE DETAIL 
© REG Ave nnex oe 
@®  snierins Ree 0.0.9 X 5/16 0. HD. SLOT. 
in O2-471-23) (S61 a suB)/ Hiisee-s0) 
SHIPPING ASSEN. ae ence 
1$433-88) ss 
1/4-20 X 3/8 FIG. 1 
HEX. HD. BOLT NO. 8-32 LOW GROWN a 
LS4-108) ACORN. HUY aa 


(Ls407-em) | 
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O2~ 472-53 02-471-82 
ANGLE (REF) oS, Tor SHELF 





NO.8 TR.HD. SLOTTED 
TAPPING SGREWS 
Kuse44-108) 


FIG. 2 
ATTACH CENTER SHELF 02-472-42 AS SHOWN IN FIG. 3 OWG. EM-02-Q-1111. 


INSTALL (2) VERTICAL ANGLES 02-472-358 & 02-472-47, ONE AT REAR OF 
CABINET AND ONE AT RIGHT FRONT CORNER, AS SHOWN. INSTALL 02-472~48 
VERTICAL ANGLE AY FRONT LEFT. CORNER OF CABINET. USE LS68~5B MACHINE 
SCREWS AND L9433 6B LOCKWASHERS AND LS407 8M LOW GROWN ACORN NUTS, 
FI@. I. 


LEVEL & PLUMS GROOM CABINET STRUCTURE. SEE DETAIL A” OWG.EM-02-Q-I1II. 
ORILL HOLE IN CONCRETE f1.00R AT RIGHT FRONT CABINET CORNER AND 
INSTALL EXPANSION SHIELD 02-202-131 & SHIM: 02-202-107 AS NEGESSARY. 
SEE DETAIL"B” OWG. EM-02-Q-IL.II. ; 


02-471- 21 
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02-31 1-153 02-311-144 é 002-311-144 02-471-29 NO.8 TR. HO. SLOTTED ON O2-20I- 8! STRUCTURE 
CORNER PANEL PANEL . PANEL PANEL ie ae NO, 6-32 LOW GROWN AGORN HUT 
tio (SEE NOTE) Sefe= ee REF.) “(LS407-8m) 
Pica Pa ‘ ai i . 02-471-82 2 NO. 8-32 X SAG RO.HO.SLOTTED 








ACHINE SCREW 
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201-8 
02-472-234 92-201-84 WALL STRUCTURE 
HEADER CHANNEL D A: . (REF) 
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STRUCTURE ay) 
IN 02-471-23] (S61 @ SUB.) 
02-471-82 MipBing’ Aegean , DETAIL G 
ReSEMBLY 
-3y1- : Y 
aly tet {REF STEP-7; 
RCOAN HUGG LELBLE Sainire O aeune laedre USING veeuaen 
A N L oo iL £ i] SGREWS @ (S4233-88 WASHERS. 
ees - SEE DETAIL” 
2 REQ'D) : 
N O2-471-213 STEP-8: 
AGKAGE ASSEN. INSTALL PANELS 02-312-45 AND 62-311-144 USING LS68-58 SLOTTED 
-® WOE id “ae iSlt- 560) MACHINE SGREWS, LS433-88 LOCAWASHERS, AND LS407-8M LOW 
i odeari-oat (a5) & suo.) CROWN ACORN NUTS, AYTACH 02-472-234 HEADER GHANNEL TO 
WN Oe le aseeke : CORNER PANELS 0-471-£8 AND 2-471-29 USING LS244-108 
SLOTTED TAPPING SCREWS, THEN INSTALL YO BROOM CLOSET FRAME, 
GONTINUE INSTALLATION OF PANELS AROUND BROOM GLOSET AS 
NO.8 TA.HD, SLOTTED SHOWN, USING LS68-5B SLOTTED MAGHINE SGREWS, LS433- 088 
TAPPING SGREW LOGKWASHERS AND LS407-8M LGW GROWN ACORN NUTS. SEE FIG. 4. 
a (tS244~10B) STEP-9: ; 
START ’ ===. ATTACH UPPER DOOR 02-471-30 TO TWO HINGES ON CORNER PANEL 





PANELING 02-472-48 02- 471-29 AND LOWER DOOR 02-471- 31 TO THREE HINGES ON SAME 
: NGLE(REF PANEL USING 15) 1S65-6C MACH.NE SCREWS,(I5)1S400-58 HEX.NUTS, 
: (15) LS431-6B MEDIUM LOCKWASHERS. 


- STEP-IO: 
: i= INSTALL DOOR STOP 02-472-241 APPROX. 4” FROM CEILING SY REMOVING 
LS244-108 SLOTTED TAPPING SGR:W WHICH ATTACHES PANEL 02-471-28 
02-471-28 ; JO ANGLE O02 472 48. INSERT STOP BETWEEN PANEL AND ANGLE AND 
PANEL REPLACE SCREW. . . 
STEP-i: 





PANEL-DNETTE 
UTILITY WALL 





INSTALL (1) 02-452-93 DOOR KNOB OF EACH DOOR USING 1566-50 S.M.SCREW. 
02-312-45 02-311-144 
PANEL PANEL 


, | . | LS THN. 
FIG.4 0 - THIS PAGE SUPERSEDES ; CP 
NOTE! : ERECTION ae 


. EM-02-Q-21.1 AT HOUSE 
SEE EM-OB M103.) FOR INSTALLATION OF : ; 1401. : TITLE BROOM CABINET ASSEMBLY & DETAILS 


CAUTION: : : RELEASE HO. OATE 
THESE CLIPS MUST BE INSTALLED , 
BEFORE PANELLING IS STARTED. : RELEASE NO.| OATE 
NP736 8-15-49 





MANUAL 






mngot- 2000 
EM-02-Q-21.1} 














ERECTION OF BROOM CLOSET-- 


STEP-1 (SEE F1IG.1) 

ATTACH COVER PANEL 02-72-46 TO BOTTOM SHELF 
USE (2) #8-15 TAPPING SCREWS. 

SECURE BOTTOM SHELF 02-h71~273 TO WALL 
SECTION WITH (1) 1/4-20X 5/8 HEX. BOLT. 


STEP-2 (SEE FIG.1) 

ATTACH TOP SHELF 02-71-82 TO TOP WALL 
SECTION WITH (1) 1/4-20X 5/8 HEX.BOLT. 
ATTACH COVER PANEL TO TOP SHELF WITH 
(2) #8-15 TAPPING SCREWS. 


STEP-3 (SEE FIG.1) 
ATTACH (6) VERTICAL ANGLES 02-h72-)7-- 
3 ON LEFF SIDE ANO 3 ON RIGHT SIDE-- 
LINKING TOP AND BOTTOM SHELVES. 
USE #8-32X 5/16 MACH. SCREWS, 
#8-LOCKWASHERS AND 
#8-32 ACORN NUTS 


STEP-h 
ATTACH CENTER SHELF, 02-'71-272 


- USE #8 MACH. SCREWS, LOCKWASHERS, 


AND ACORN NUTS. 


STEP-5 

tNSTALL VERTICAL ANGLES 02-l,72-358 

AND 02-472-47--(1) AT REAR ANO 

(1) AT RIGHT FRONT CORNER. (SEE F1G.1) 

INSTALL ANGLE 02-72-48 AT FRONT-LEFT CORNER. 
USE #8 MACH.SCREWS, LOCKWASHERS & ACORN NUTS. 


STEP-6 

LEVEL AND PLUMB STRUCTURE. 

ADJUST LEVELING SCREWS LOCATED IN 

BOTTOM SHELF. 

DAILL HOLE IN CONCRETE FLOOR AND INSTALL 

(1) ANCHOR SHIELO 02-202-131 

INSTALL (1) ANCHOR BOLT (1/h-20x 2 1/h) 
AND (1) FLAT WASHER 


- USE #5-0x 


STEP-7 (SEE DETAIL-A) 

INSTALL VERTICAL CORNER MOLDING. (02-352-10) 
ATTACH TO ANGLE WITH #8-32X 5/8 MACH.SCREMS,: 
LOCKWASHERS AND ACORN NUTS. 


STEP-8 (SEE FIG.3) 
INSTALL PANELS--START AT CORNER MOLDING- 


- ATTACH 020912 Y5, THEN 02-311-1hh- 
1 


USE #8-32x 5 
AND ACORN NUTS. 


STEP-9 (SEE FtG.2) 
ATTACH HEADER CHANNEL TO FAONT CORNEA PANELS, 


MACH. SCREWS, LOCKWASHERS 


02-71-270 & 02-71-2714 WITH #8-15X 5/8 TAPP ING SCREWS. 


ATTACH THIS SUB- ASSEMBLY TO ANGLE FRANE 
STEP-10 


CONTINUE INSTALLATION OF PANELS AROUND BROOM CLOSET 


AS SHOWN IN FIG. 3. 


STEP~11 

ATTACH (SMALL) UPPER DOOR TO (2) HINGES ON CORNER 
PANEL 02-71-271-- 

ae LARGE DOOR TO (3) HINGES ON CORNER PANEL 
02-h71-271. 

/8 MACH.SCREWS, MED. LOCKWASHERS 

AND #5-0 HEX. NUTS. 

(3 EACH PER HINGE) 


STEP-12 

ATTACH DOOR STOP 02-72-13 -APPROX, hY DOWN FROM 
CEILING. REMOVE (1) TAP.SCR. WHICH ATTACHES 
CORNER PANEL 02-471-270 TO ANGLE. 

INSERT STOP BETWEEN PANEL FLANGE AND ANGLE 

AND REPLACE SCREW. 


— STEP-13 


ATTACH (1) KNOB 02-452-93 TO BOTH DOORS- 


_ USE #8-32X 5/16 MACH. SCREW 


NOTE: THIS PAGE SUPERSEDES 


COVER 


——=. ! LS-2 


CLIPS 





(LS-68 
VERT. CORNER 


RELEASE NO. DATE 
NP-78], 


PANEL 


#8-15xX 5/8 TAP. SCREW: 


-108 
ON WALL SECTION 


TO SECURE LAST ROW 
OF 2'X2' WALL PANELS- 


#8-32x 48 MACH. SCREW 
#8-LOCKWASHER 


MOLDING shee ee si 
- EX. ACORN NU 
02-352-10 (Lechon 8u) ' 





DETAIL ‘At 


= VERTICAL ANGLE 


INSTALLATION OF CORNER MOLOING 






ERECTION 


EM-O02-Q-11.11 


AT HOUSE 2001-- 


CORPORATION 


TE ~— BROOM_CLOSET INSTALLATION 
STEPS OF ERECTION 


ee 


EF. 2001 & SUG, 


SNA NT TE NG RAMEE IS Sm REE SF 


| 


DINETTE-UTILITY 187 PANEL 
WALL SECTION (REF) 02-311-157 


Se te 


HEADER CHANNEL 
02-72-23) 




















UPPER DOOR STOP SEE NOTE 

































002-472-413 ———}—f ANGLE CORNER PANEL 
JCOVER PANEL 72-358 - 102-311-1 
N 02-72-35 02-311-153 
UPPER DOOR on 02-h72-4 
02-h,71-267 -T I : 
—-f{A SEE DETAIL 'At 
KNOB- ie 
. 02-452-93 NSS 6" PANEL 
02-311-1 
n 6" PANEL = a 
‘) 02-312-5 
ANGLE (7REQD) 
CORNER PANEL CORNER PANEL 02-h72-17 
HINGE SIDE LATCH SIDE . 
02-K71-271 02-h71-270 ete: Retna 
02-311-1hy 
HINGE (5 ‘REQD) KNOB. ae 
ATTACHED 02-452-93 E : 
CORNER PANEL 02-472-h8 CORNER PANEL 
TO PANEL. 02-1,71-271 h72-4 02-l,71-270 
LARGE DOOR 
02-h71-268 
<< 
FIGURE 3 | ' 
PLAN VIEW DIAGRAM | 
{ c COAPORATION 
NOTE: SEE EM-02-U-103.1 me 
FIGURE 2 . ==" FOR FSTAL CAG LOn OF BROOM CLOSET- INSTALLATION - 
. CORNER PANEL ELEVATION AND PLAN DIAGRAM 
FRONT ELEVATION OF BROOM CLOSET - _ NOTE: THIS PAGE SUPERSEDES ATTACHING CLIPS. PREPARED BY 


EM-02-Q-21.11 
AT HOUSE 2001-- 





pf ewoaraei 








02-472-38) 
STRIP 


02-472-220 GHANNEL 
ua 


a 5 





002-472-376 nated 
STRIP 
STEP B, 
a1 oe 
SEE , Pr} 
DETAIL 7 
FN 
_o 
f 
é ¥ 
i N 
3 °o 
STEP C, 


PARTITION ASSEMBLY 
02-471-138 












RELEASE NO. | DAT? 


NP-685 6-10-49 










02-472-43 CHANNEL 
es 





g TEP Ay . 
TOP) ASSEMBLE 02-472-220 CHANNEL TO 


(L$244-108). 

STEP By 

ASSEMBLE 02-472-220 CHANNEL WITH STRIP 
ATTACHED TO 02-472-20 WITH “8X 6/6 TAP. 
SCR.(L8244-408). 

STEP GC, 

(BOTTOM) ASSEMBLE CHANNEL 02.472220 
TO 02-472-20 PANEL WITH"8-32X 5/16 MACH, 
SCR.AL868-58) &*0-32 HEX.NUT{LS400-88), 
STEP 0; 

(TOP) ASSEMBLE 02-472-43 CHANNEL TO 


STL.CAD. PL. 
(LS 244-10B) 








“ax §'tarsor. 


(L$244-108) —_ TAP. 8cR. (19244-4108). - 
STEP E; . ; 
SLIP SP FLANGE 0 02-471-159 INTO"V"FLANGE 
OF PANEL O@-471-160 & ASSEMBLE TO 
02-478-43 CHANNEL WITH STRIPS ATTACHE >, 
ASSEMBLE WITH“6 x 5/8" TAP SCR.(LS244-108 
STEP Fy 
(BOTTOM) ASSEMBLE 02-472-43 CHANT:: L 
TO PANELS 02-471-159 & 02-471-160 Wi'11 
*8-32X8/16 MACH.SCR(LS@8-59 &°8-38 
HEY. NUT (L8400-8B). 





02-471-159 PANEL 








STL.CAD.PL. 
{LS 400-88), 








a 
“9-32 x & RD.HO. SLoT’o. 


MAGH.SCREW STL.CAD. PL. 
(LS68-5B). 






DETAIL A’ 
INSTALLATION TYPICAL ¢ 
FOR BOTH ASSEMBLIES ERECTION 


COAPORATION 






MANUAL 





PARTITION ASSEMBLIES 
PREPARED BY [ DATE [EFF.IQO] a SUB 


SE. {S749 DRAWING NUMBER 
_ | EMO2RII f 





PARTITION ASSEMBLY 
02-4714135 


- 02-472-37B STRIP WITH 78 X 6/2 TAP. SCR. 


STL.CAD.PL 02-4T2-381 8 O8-472-382 WITH” 8xX6/8" 


AAT + 


fl —E WO] OATE 
NP-685 6-9-49 








a ; | NOTE? THIS INSTALLATION MAKES UP 


RECESS ASSEMBLY O2-47F12. 
‘ . ; A ' 2 . : 
NOTE; STEP AL BSNL oad Pah ses wen nore tr S400- 
“s FOR DETAILS SEE EM-02-R-32.1 408), (40 LOCKWASHER (1543-108) a910-24 
‘4 : Kg MACH. SCREWS (4). e 


STEP-B POSITION RECESS CHANNELS & TEMPORARILY 

P "4 ATTACH 02-471-144 JAMB PANEL T0 02-4719, 
02-471-10 @ 02-471- 11 CHANNELS TO INSURE 
PROPER VERTICAL SPACING USINGO:{ 37g" 
TAR SCREWS (1S2058- 68) ; 


EPG, ATTACH 02-47-1462 PANEL POSITIONING “x” 

STEPS, FLANGE INTO CLIPS ON THE CHANNELS AMD 
SECURE "V" FLANGE US:NG (3}%10 x Y_"TAP. 
SCREWS (L9205-68), 


STEP OD, ATTACH o2-47)-143 PANEL with “x” FLANGE 
4 SLIPPED INV" FLANGE OF O2-471-142 AND 
SECURE “V"FLANGE 70 CHANNELS US:NG(3) 
NO xFq TAP, SCREWS (L8208- 68). 


STEP E, ATTACH 02-311-113 DOOR JAMB WITH "x" FLANOE 
=! SLIPPED INTO "V"FLANGE OF 02-471-143 8 
‘ SEGURE,"V' FLANGE TO CHANHELS US'NG(3) 
#10xX5/y TAP. SCREWS (L$205-65). 


STEP F, 'NSTALL 02-475-137 BRACE. SECURE TO “v" 
: ——=—f FLANGE OF O2-S1I-1!3 JAMB PANEL UGING (1) 
Devan" *10 x5 TAR SCREW ..$205- 68), ANO TO 02- 
471-144 JAMB PANEL USING (HIFIOX Sg’ TAP 
SCREW (LS205-68) 


at: INSTALL, O8-311-36 w'TH “X" FLANGE SLIPPED 
EP I, STEPG, titov FLANGE OF O8-311-1L3 VAM PANEL 
TEP J @ SECURE *” FLANGE TO CHANNELS USING 
4 (35 TO XVy TAR SCREWS {LSz08 6£) AND 
TO O8-471-137 BRAGE USING (1)#8-32 MACH. 
SCREW IL960-08" & 8-3 HEX.HUTILS400-08). 


STEPH, “IHSTALL LAST 92-31 1-36 PANEL WITH'X" FLANGE 
=! SLIPPED INTO “V FLANGE OF 20JOINING PANEL, 
LOOSEN 02-47:-:44 JAMB AND SECURE V" FLA! 
OF LAST 02-311-36 PANEL USING (4) ™10 % 57g" TAR, 
SCREWS [L$203- 6B:. 


STEP 1, REPOSITION 02-471-144 Jame. SLIP" X"INTO" ¥" 

==2=1 FLANGE OF 02-311-36 PANFL AND SECURE JAMB 
10 CHAHNELS ANO GRACE U3ING SAME SCREWS 
AS FOUND IN STEP B, . 


INSERT {3) 02-462-97 SCREWS INTO WELD NUTS 
STEP YU; GN on-a7i-10 CHANNEL. 


has 













ee 
—L—— a. : 








USTRON. 


: CORPORATION 
ERECTION MANUAL 
INSTALLATION -RECESS ASSEMBLY 
ie BEDROOM.N®! : 
“rire = reee Be 5 & : 














SEE DETAIL'A 






SEE DETAIL B 


woo "V"FLASGE TO CHANNEL WITH(Q0 X 2/8" TAP SCR. 


STEP Hy attacn O2-471.'49 PANEL LOOSEN 02.47" 145 





RELEASE NO. 
NP-685 
























STEP Ay ASSEMBLY 02-452-54 TRACK To 02-47HI CHANNEL 

———————=""_ WITH (4) EAMIO-24 X 3/8" MACH. SCR.(L5130-68), 
%0-MED. SPRING LOCKWASHER(LS 431-108) AND 
810-24 HEX.NUTILS 400408). 


STEP By position RECESS CHANNELS @ TEMPORARILY 

—————=""_ ATTACH 02-471-145 JAMB TO 02-471-9 , 02-4740 
AND C2-471-11 CHANNELS 0 INSURE PROPER 
VERTICAI. SPACING USING"IOX 3/6" TAP. SCREWS 
Ws$205-68). . 


STEP Cy INSTALL 02-471437 BRACE TO 02-471-145 JAMB 
en! -WITHTION 3/8" TAP, SCR (LS208-68), 


STEP Dy ATTACH FIRST 02-311-36 PANEL W:TH’X” FLANGE 

=" _ INTO CLIPS ON CHANNELS & SEGURE“V" FLANGE 
JO CHANNELS USING ("10 X 3/6" ~AP-SCREWS 
{L$205-68) AND TO 02-471 137 BRACE WITH IEA. 
% 8-32 X 1/2" MACH. SCRILSG8-88) A* 8-32 HEX.NUT 
(LS 4C0-8B). 


STEP E, att:cjt SECOND 02-311-36 PANEL “LIP’X LANGE 
——~=—=" _ INTO'V"FLANGE OF ADJ. PANEL 8 SEGURE“Y’"Fi ANGE | 
TO CHANNELS W.T3(3)910 X 3/8" TAP. SCRI_.S206-68) 
- AND T0.02-471-137 BRAGE WIT: UIT*10X 3/6" TAR SCR. 
11$205-6B: 


STEP. STEP F, INSVALL 02-315-113 CAM@.PANEL ©: I~ *x" FLANGE 
INTO” V"FLANGE OF 02-3i1-36 PANEL & SECURE 


{.$205-88), 


STEP Gy #:11acy 02-47:-146 PANEL ASSY, SLIZ"X: FLANGE 
—————=" INTO" FLANGE OF 02-31!,113 JAM@ SECURE V 
FLANCE WITH{3)"(0 X 3/8 TP? SCR 11$205-6B), 


JAMA SL: PC FLANGE OF 02-471-148 PANEL NTO 
AQ. FLANGE 0 02-471-446 PANEL & SECURE 

V" FLANGE WITH(3H410 X 3/8" TAP. SCR.(LS205-68) 
TO CHANNELS. 


STEPI4 AE-ATyACH 02. 471-445 JAMB, SL:P X" FLANGE 

———— INTO VV FLANGE ADJ. @ SECURE © “HANNELS 
WITH (7)80 X 378" TAP. SCR.U.S205-65). 

STEP Jy INSERT (3) 02-462-97 SCREWS INTO WELD HUTS 

——=—="_ ON 02-471-10 BOTT. :3 GHANNEL 


Ce THIS INSTALLATION MAKES UP RECESS- 
ASSEMBLY ae 





NOTE: 
~~" FOR DETAILS SEE EM-O2-R-32.1 


USTHIN. 


CORPORATION 






RECESS POSEN BLY 
BEDROOM N 


PREPARED 8Y 
W.C.G. 










{L$130-88 


410-20 x¥g' MACH. SCREW Nae RELEASE NO, oaTe | 
‘anal ‘| NP-685 69-49 






10 M.SPRGLOCKWASHER 
(Ls 431-108) 
¥ 10-24 ae sae nur 92 -471~i37. 
8 400-1 a 
ee eo a eS (REF BRACE t-471-144 
RERJJAMB 






ox8/e8 ; 
(ts 209-68) . 






“ WREEIGHANNEL ; 
: DETAIL"B” {L$ 208-68} 


' 
; . DETAIL “A” 






(REF) JAMB 





02 - 471-137 
(REF) BRACE 








*10 x5%g" 
(LS 208-68) 







DETAIL “E" 








DETAIL”D” 







TSTRON. 


CORPORATION 





Cc 
ERECTION M ANUAL 
INSTALLATION-REGESS ASSEM. 
THEE BEDROOM N°I-DETAILS 


Su 2 Sue 


8~ 6-49 |“ORAWING NUMBER 
| | EM-02-R-321 











STEP 14 


STEP It 


|02-472-36 


=e 


LS” Thee se SE” ME SE Sle tele Se 


STEP 12 


STEP 8 


STEP 7 


RELEASE NO. 
NP-685 


STEP NO. POSITION & LOCATE RECESS ASSEMBLIES 02-471-12 & 02-4T71-13 
IN ERECTED POSITION BY MEASURING FROM EXTERIOR WALLS 
(SEE Em-02-M-10.1.} TIRN COWN JACK-BOLTS IN BOTTOM 
CHANNEL TO ELEVATE REGESS UNITS AGAINST CEILING, 


STEP NO.2 ATTACH 02-472-368 PANEL TO 02-471-I2 REGESS ASSEMBLY 


WITH"I0 X 3/8” TAP. SC2.(L$205-6B), 
STEPNO.3 POSITION 02-471-138 PARTION ASSEMBLY. 
STEP NO.4 ATTACH 02-47217 PANEL TO 02-471-13 RECESS ASSEMBLY. 
“WITH 10% 3/8" TAP. SR. (LS205-68). 
STEP NOS TIE TOGETHER 02-472-268,02-471-138,8 02-472- 7 . WITH 
"8-32. 1/4" MACH. SCR {LS 68- 4B) 648-32 CAP NUT (LS407-0M). 
STEP NOG POSITION 02-471-135 PARTITION ASSEMBLY, SLIP"V" FLANGE 
~—————~__s NTO ADJAGENT’X" FLANGE OF 02-471-138 ASSEMBLY. 
RAISE 02-471-136 PARTITION TO CEILING AND ANCHOR 
LOWER CHANNEL, : 
STEP_NO.7 SECURE FLANGE ON 02-471-169 PANEL IN 02-471-135 ASSY. TO 
“~~~, WALL PANEL 02-31-48 WITH*10X 3/8" TAP.SCR.(LS 205-68), 


STEPNO.8 ATTACH 02-472-221 8 G2-472-222 STRIPS TO 02-471-138 


_ PARTITION ASSY. WITH*8 X 8/8" TAR SGR.ILS 24 4-10B). 
STEP NO.9 ATTACH 02-472-232 STRIP TO 02-471-138 PARTITION ASS'Y. 
“~~~ WITH*®@ X 5/8” TAR. SGR:{LS244-10B), 
STEP NO.10 INSTALL UPPER SHELF 02-47-16 IN LINEN CLOSET REGESS.. 
: ~~ ATTAGH TO RECESS ASSEMBLIES 02-471-12 & 02-471-13 
WITH"30X 3/6" TAP SCR{LS 205-68) AND TO PANELS 
02-472-368 @ 02-47%:-17 WITH“8-32 X 1/4"MACH, SCR, 
_ (1$66-48) &*8-32 CAPNUT(LS407-6M), . 
STEP NO.11 INSTALL 02-471-37 BOTTOM SHELF IN LINEN CLOSET RECESS. 
————_ ATTAGH TQ RECESS ASSY. 02-471-12 6 02-47!-I3 WITH 
#10 X 3/8" TAP SCR.(LS 206-68) AND TO PANELS 02-472. 368 
AND 02-472-17 WITH 8-32 X 1/4" MAGH.SGR.LS68-4B8)8 
#8-32 GAP NUTILS407-6M), j 
STEPNO.I2 ATTACH (2) 02-472-36 SHELVES TO REGESS ASSEMBLIES WITH 
—————— 10%. 3/6" TAP. SCR. (1 $205-6B) AND TO PARTITIONS WITH 
*6-32X 1/4" MAGH.SCR.LS68- 48) &°6-32 CAP NUT (LS407-8m). 
STEP NO.13 INSTALL 02-472-188 UPPER TRACK CHANNEL SECURE TO ANGLES 
~~ ON 02-471-118 & 02-471-119 JAMBS WITH“I0 X 3/8" TAR SCA. 
{L$208-68), 
STEP NO.14 ATTACH 02-472-191 DOOR TRACK TO 02-472-188 CHANNEL 
—————_ WITH “10X 3/8" TAP. SCR. (LS205-68), 


NOTE: : 
FOR DETAILS SZE EM-02-R-41.11 


GSTREN.- 


CORPORATION 


INSTALLATION-TRIPLE CLOSET 
UNIT-ASSEMBLY NO. 1! 


PREPARED 8Y 
W.C.G, - 


















.02-472-17 _ tREF.) 


PARTITION Ee 





REGESS ASSEMBLY 





















48-32 ACORN NUT 
ORASS-NKL.PLATE 
{Ls 407-6m} 






BOTTOM STRIP 





- DETAIL" DETAIL "C’ 


9x 5/8" TR.WO. SLOTTED TAP. SCREW 
STL. GAD. PLATED (LS 244 -1oB) ‘ 


PARTITION PANEL 





STL. CAD. PLATED lis 68 - 48 


UPPER TRACK GHANNEL 





002-472-369. (REF. 
PARTITION PANEL 





VPPER DOOR TRAGK 










02- 471-136 
PARTITION PANEL ASSEM. 









02-472-36 (RELY 





02-472-17. (REF.) 
PARTITION PANEL 





02- 472-36 










DETAIL F" 2. Sc. 


UPPER TRACK GHANNEL , 


%9 -32 x 1/4” RD. HO.SLOT. 
MAGH.SGR.-STL.CAD. PLATE 





*g-32 ACORN RUT 
BRASS -NKL. PLATE 
{Ls 407-0") 


(arm - 


p< (DETAIL "D" 


*10 x 3/8"RD. HD, SLOT. TAP. SCREW ' 
STL. GAD. PLATED 'LS 208-68! yew FROM INSIDE BEDROOM *2z CLOSET 





(icceeuee 


DETAIL TE" 


O2- 471-37 ( REF} 
SHELF LINEN GLOSET 


tis6e-40) 











02-471-16 (REF? 
UPPER SHELF ASSEMB. 


“tox 3/8” KD. ND. SLOTTED TAP, SCREW 
STL. CAD. PLATE (is208-e0) 


LOWER GHANNEL 







tS$68-58 SCREW (REF) 
L$ 400-88 NUT (REF.} 





DETAIL "B" 






DS TREN. 


CORPORATION 





Cc 
ERECTION 8) MANUAL 
TME INSTALLATION-TRIPLE CLOSET UNIT 


ASSEM. N21 DETAILS 


she biraiec BY [ DATE EFF.I001 & SUB. 


1-28-49 
DRAWING NUMBER 
EM-O2-R-41 1 



































F STEP 24 | ‘STEP 18 
gi eg _ ge STEP 19 
li mk , 02-472-198 CHANNEL 
STEP 24 _ OR 4T2I9T TRACK 
1] ar poSTEP '7 
02-471-229 
: | STEP 15 
| fhe | 
SS =p po | f : 
ll A i 
| 6 Ql j a: 
2 so ATNVAS 
ie gn 
en a | eee STEP 16 
t Hy t | 
‘ z # t 
1 ) 
. t ‘ aw 
ie | S 8 o 
; 4 ad! Oo a ae 
STEP 23 3 5 + 
Ti ays al Ni 
ol 2 6 
: Si) & « : 
ais ° STEP 20 
ie I 3 
STEP 22~ "eS Lee 
STEP 23 SSS 
___ STEP 20 3S ereeas STEP 21 
FOR L. A : SST 
eal Ss] 


SSS. cee oem" 


STEP 2} 


STEP_NO. {5 


STEP NO. 16 


STEP NO. 17 
STEP NO.18 


STEP NO, 19 


STEP NO. 20 


STEP NO. 21 


STEP NO 22 


STEP NO. 25 
STEP NO. 24 


NOTE A 


NOTE"B" 





RELEASE NO. 
NP-685 

































INSTALL 02-471-43 SHELF Ot BEOROOM NO.2 SIDE. ATTACH 10 EXT. 
WALL PANELS AND RECESS ASS'Y.UNIT 02-471-13 WITH*I0X 3/8" 
TAP. SCR. (LS208-68} AND 10 02-472-17 PARTITION WITH 
8-32 X 1/4" MACH. SCR.LS 68-48) &°8-32 GAP NUTILS 407-8M). 

INSTALL 02-471-44 SHELF ON BEDROOM NO.! SIDE. AT TAGH TO EXT, 
WALL PANEL @ RECESS ASS'Y. UNIT 02-471-I2 WITH*I0 X 3/8" - 
‘JAR SCR. (L$205-6B) ALO TO 02-472-368 PARFITION WITH 
#8-32X 1/4" MACH. SCR.(LS68-48) 6°8-32 CAR NUT (LS407-6m). 

ATTAGH 02-471-43 & 02-471-44 SHELF ASSEMBLIES TOGETHER 
WITH"Q-32X 174" MACH.S“RILS69-48) "8-32 CAP NUT (LS407-8M). 
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RESPEGTIVELY WITH"IOX 3/6" TAP SCA.1LS205-68). 

ATTACH 02-472-197 UPPER TRACKS (2) TO 02-472-198 CHANNELS 
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STEP-19; 
——-—— INSTALL STATIONARY DOORS 02-47-14 


SEE DETAIL AD! SEN eR aybsme 


t$204-68 Screws 
INSTALL STATIONARY cere DOOR 02-47i-, 
U2 USING LS204-68 SCREWS. See Let 
DWG. EM-02-$-34.1 AND SEGTIO 
QNG.EM-02-8-21.1, AND serait a” MEM -O8- 


be 


STEP-20: 
“TS STALL UPPER SLIDING O00RS (2) 02- 
S7-234 8 (2 oeert cn SEE SECTION 
“0-0 DWG.EM-02°5- 34.1. 
con nYiNoen-ontrs SHOULD Gel INSTAL- 
E DOORS ARE INSTALLED IM 


EER eeron JOINS CK- 


CHECK nar oon AGTION, ALL FIBER GLIDERS 
ARE TO BE COATED WITH DOOR WAX AS O8- 
TAINED AT ARY GASOLINE STATION. 


INSTALL FLOOR TRACK 02-47 2-207 (FOR 
LARGE SLIOING DOORS), LAY TRACK ON 
CONGRETE FLOOR IN APPROX. LOGATION, 
INSTALL LARGE SLIDING OOORS FOR TRIAL 
LOCATION IN UPPER OUIDE 6 IN nonen 
TRACK. TRACK POSITION 13 ADJUSTED TO 
GET PROPER VERSICAL ALIGNMENT OF DOORS 
IN RELATION 0 S WALL PANELS AND JAHD 
FAGING OF INNER PARTITION PANEL. MARK 
TRACK LOCATION .ON FLO" 2 REMOVE 
oooRs. INSTALL ANGHL JNSELOS O2 202- 
69,12) PER TRACK. SEGURE TRACK TO FLO- 
OR USING 1968-08 SCREWS. SEE SECT'S, 
*B-B" AND "C-3"DWO. EM-02-3-34.1. 


STEP-22° inc tart snewves 02-472'05 (6) 0N LEFT SIDE 
@ 02-472-372 SHELVES (6) ON RIGHT SIDE 
OF VANITY CLOSETS. INSERT SHELVES 1M 
CLIPS PROVIDED FOR IN PANELS. 


INSTALL CLOTHES RODS 02-452-89 IN 
BRACKETS PROVIDED ON PANELS 02-471-57 
O2- 471-228,02-471-222 & O2-471-56. 

STEP “24: 24: INSTALL LARGE SLIDING DOORS 032-471-206 
& (2-47I-207. SEE SECTION B-B DWO.EM- 
02: $-34.1. FOLLOW SAME PROCEDURE FOR 
INSTALLING DOORS AS USED IN STEP -20. 


STEP-21; 


STEP-23: 
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002-471-114 


VIEW TAKEN INSIDE CABINET & LOOKING TOWARD THE ROOM 


DETAIL A 


DETAIL B- 


STATIONARY. DOOR 


VIEW TAKEN INSIDE GASINET 
& LOOKING TOWARD THE ROOM 


CEILING PANEL {REF ) 







CHANNEL 


SEGTION D-D 


02-471-14 
STATIONARY DOOR 





02-475-NO(REF.) 
LOWER TRACK 
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SECTION _¢-c 


O2-471-L2{REF) 


02-471-233 (REF.) 
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LS 204-68 
SCREW 


















02- 471-207 
LARGE DOOR 


02- 471-206 
LARGE DOOR 


02-471-234 
SLIDING OOOR 





02 - 471-99 
SFT. SHELF 


SECTION B-B 


(REF) 












OR-471.207 
‘LARGE pooR 
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NP-684 6-10-49 













ee cee mae See see eee ee 7 tee 






RELEASE NO.. 
NP~ 668 © 









NO} PLACE KOROSEAL COMPLETELY AROUND EDGE OF GLASS. 
ei : 


N® 3 PLAGE A STRIP OF WOOD THE LENGTH OF THE GLASS AND APPROKIMTELY 1/2” THICK AND 2” WIOE 
HORIZONTALLY AGROSS THE FAGE OF THE GLASS AND PRESS GENTLY UNTIL THE KOROSEAL 1S 
TIGHT AGAINST THE REAR EDGE OF THE CASEMENT AS SHOWN, MOVE THE WOOD STRIP UP THE GLASS 
AND PRESS AT INTERVALS UNTIL THE GLASS AND KOROSEAL ARE SiG AGAINST: THE CASEMENT. 











WINDOW CASEMENT 
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N22 CEAce Focr OF KOROSEAL Ave BLASS ASSEMBLY OVER FRONT EDGE OF CASEMENT 
S SHOWN. WITH FINGERS GENTLY P. AROUNO THE EDGE OF THE GLASS UNTIL THE 
CONPLETE GLASS IS IN THE POSITION. aS SHOWN. 






Bo 
BER rererer’ 
ane ee ess 8 35 AROS etateceee 
ORION 59 









NS 4 wittt A SCREWDRIVER OR SIMILAR INSTRUMENT, PRESS THE FRONT t OGE OF THE KOROSEAL DOWN, 
GEHING THE LIP'ON THE CASEMENT. 







WINDOW GLASS SIZE 1.03 








10.61 X 15.33 


PREPARED BY 


NE 5 WHEN WINDOW IS 18 PLACE, FILL ALL CORNERS WHERE 
w.G. 6. 


KOROSEAL STRIPS FORM A JOINT, WITH N2 1004 KOROLAC. LFROSTEO GLASS DOUBLE STRENGTH) 
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ac 


02-471-64 WALL PA 


INSTALL (2) 02-612-19 GLIPS — 
EACH APPROXIMATELY 6° FROM 


= NOTE: - EITHER END OF CHANNEL. FEED CABLES THROUGH 


HOLE IN 02-471-84 PANEL 


) ; WHEN INSTALLING PANEL, | 02-201-14 WALL 
ATTAGH (4) 02-612-53 BOXES TO BRACKETS : ; ; 


WITH (6) LS68-988 SCREWS 4 (6)1S 400-68 NUTS. 
USE (7) 02-612-16 GONNECTORS. 


02-471-222 PANEL 
02-47-73 LOWER FRAME 





rm UN 


ae 
We ’ 
, . 02-472- 
1103-112,00 GABLE ATTAGH TO 2-471, tae 
a 02-471-22 
ATTACH To 02-471-221 : | 1244-108 SCREWS EACH. 
ITH LS 407-8M NUT, & 
LS68-08 SCREW BEFORE 02-602-73 BRACKET 
PANELING 8 OOKGASE WALL. 





FRONT WALL : * fits “al 
; , i — ee 
no oe ~47i- 


“tf lisa =i scifi 


02-471-56 _ PANEL “ae 
ATTACH TO 02-471-123 02- 472-236 COVER 


WiTH(5) LS 244-108 SCREWS 
. ~ : AFTER CABLE 1S IN PLAGE. 
Se ; 02-472-239 COVE! | 
2 7 ; : : : 02-472-238 COVER ’ 


. ATTAGH TO 02- 471-235 7 
WITH (5) LS244-108 SCREWS 


: TER CABLE tS iN PLACE. 
loz-472-239 coven{ Ve THIS OWG. SUPERSEDES EMW-02-S- 


. AT HOUSE 150). 





Bsclasieesothiies JUS THIN - 


NOTE. CORPORATION 


EEN CAULE THRONE HOLE pie THESE INCLUDED ERECTION _- MANUAL 
1103-158,00 CABLE we —| IN 02-471-65 PANEL WHEN 02-612-19. We 08-601: 40 TITLE 
INSTALLING PANEL. ew re Soren 02-602-73 SHIPPING ASSEM. VANITY CLOSET—WIRING DIAGRAM 
ee ee re ee See tee gee. PREPARED BY EFF. 
LOOKING TOWARD LIVING ROOM o2-472-£36|——-MoB-ati-a 1Ser G05. 


W. 6.6. 
02-472-239 SHIPPING ASSEM. ma DRAWING NUMBER 


EM-02-S-42.1! 
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002-472-184 


2 ee ee ee Coe e = oe Beem we Seer eee wwe = ee ee — One omen 


02-472-134 PANEL 


(io nctn wate cee Gees eens 
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ee em ed 


moe © ee @ ewe ees 
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mw me © ewww ewe we wo enry 


STEP-27 


\ OF 
02-471-126 
BAGK PANEL 


FELT STRIPS GEMENTED TO PANEL ON 
BEDROOM SIDE TO PROTECT MOBS 





Oe ee eee ee eee ee 


pee semen ee eee 


ee ee wee eee oe Ree me we 


002-472-134 PANEL 


FIG.-5 
VIEW TAKEN FROM LIVING ROOM 
LOOKING TOWARD BED ROOM N2} 


ee eet 


STEP-3!., 


eee ee eH ee Rape 


STEP-30 | 


R.HPARTITION 
PANEL ASSEM. 


02-472-369 


STEP-29 wall 


INSTALL BOOKCASE UNIT 
{ONLY AFTER LIVING ROOM WALL HAS 


” BEEN PANELLED). BOCKCASE UNIT IS 


POSITIONED THRU OPENING & RESTS 
ON BOT TOM FRAME ASSE M.02-471-71. 
ATTAGH TOP @ BOTTOM FLANGE TO 
ANGLES ON WALL PANELS 311-72 & 73 
USING (6)15204-68 SCREWS TOP & 807. 


; . NO. : DA . 
SEE DETAIL“A” 


STEP-25: 
"ATTACH 02-472°133_ SIDE 
PANEL TO 02°471-157 L.H. 
PARTITION PANEL USING (7) 
1S$66-5B SCREWS,(7)LS 
400-89 NUTS 6 {7)LS43I- 
8B LOSKWASHERS, 


STEP-26. 
"ATTACH 02-472-369 ; 
SIDE PANEL TO 02 471156 
RH. PARTITION PANEL US- 
ING {7} L$68-58 SCREWS, 
(7) LS400-88 NUTS @ (7) 
LS431-88 LOGKWASHERS. 


STEP-27. 

"INSTALL PARTS ASSEMBLED 
IN STEPS 25 & 26 TO 02: 
471-126 BAGK PANEL. SEE 
VIEWS" X-x“a"Y Y"DWG. 
EM-02-S-53,1. 


STEP-28, 
ATTAGH 02-472-134 PANEL 
AT THE TOP TO 02-472- 
133 S DE PANE. AND 
02: 47 157 2.H. PARTITION 
PANF: *1SING LS68°58 SC- 
REV. 3400-68 NUT3 & 
(S431-6B L°CKWASHERS. 
SEE D-TAI.S'A’ &'S DWS 
€M-02-S-53.1.ATTAGH PAN- 

EL 02-472-134 TO 
PANELS 02-47 2-3698 OF 
471-156 IN LIKE MANNER. 


STEP-29, 

————"ATTAGH 02-472-.34 PANEL 
AT BOTTOM !N SAME MAN~ 
NER USING LS68-58 SCR- 
EWS, LS400-6B NUTS & 
15431 8B LOCKWASHERS. 


'| STEP~30: 
C INSERT (6) SH-LVES 02-472- 


184 IN CLIPS PROVIDED IN 
LH. & & H. PART. PANELS. 


A en oe eae NED eR, 
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ERECTION MANUAL 
tie ASSENBLY Ne 4 BOOKGASE UNIT 


DATE Jerr 
 cioay | t0O1& suB. & SUB. 


P| ewoes-set 
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REL. NO. | DATE 
NP-684 6-10-49 
















.02-472-134 PANEL 
( LS66~-58 SCREW 


4 B NU 
tS43t-8B WASHER 


02-472-134 PANEL 
O2-ATI-126 
BAGK PANEL 


SECTION “yY-y" 


ty 





| L$60-5B SCREW 


, i$400-88 NUT 
_102-471- 8431-68 WASHER 
PARTITION PANEL (6 £ACH REGD) 


DETAIL "A" 
VIEW FROM REAR - TOP 


Z |pSsesSascnew 


400-88 NU 
LS43 -6B WASHER 





02-471-126 
BAGK PANEL 


DSTHEV 


COnPCRATION 





_ MANUAL 


DATE eer - 
"jOO! & SUB. 
| enteao DRAWING NUMBER 
|_| _EM-02-S-5311 


[fet STRIP 





022-471-157 LH. 
PARTITION PANEL. 








DETAIL B 


REL. NO. | DATE 
NP-684 16-10-49 


STEP-32: 
INSTALL MIRROR SUPPORT CHANNEL 02:471-103. 
ATTACH TO BOTTOM FLANGE OF BOOKCASE 
UNIT BY REMOVING NUTS & WASHERS. 
ATTACH CHANNEL, RE°LACE NUTS & WASHERS 
AND TIGHTEN. SEE SECT. AA" DWG. EM-02-S-63.1. 


STEP-33. 
"INSTALL MIRRORS 02-452-37 (3) REQ'D. PLAGE 
MIRROR IN GENTER. LIFT INTO TOP RECESS & 
LOWER INTO SUPPORT GHANNEL.SL'DE MIRROR 
INTO SIDE REGESS-TO THE LEFT. LIFT NEXT 
MIRROR INTO TOP RECESS AT CENTER, LOWER 
qi : : 1 i 1k INTO SUPPORT GHANNEL & SLIDE INTO RIGHT 
ale ze io rob ‘ek EET an ’ ; - $ID RECESS. LIFT § AST MIRROR INTO TOP RE- 
4 Het phy 42° +4 ae eae Pel 4 zZ - : a] GESS AT THE CONTER & LOWER INTO SUPPORT 
raat 7 eee Re : CHANNEL POSTION MIRROR IN APPROXIMATE GEN- 





_ os —o eee TER OF AREA, EDGES SHOULD BISEGT FELT STRIPS. 
Ms iif) PRPaaTE : SLIDE LEFT & RIGHT MIRRORS ;RWARD UNTIL 


STEP-34! 


THEY OUCH GENTE? MIRROR. 


INSTALL MIRACR gy 02-472-371 8 
002-472-204 ATTA%H WITH (7) LS204-6B SC- 
REWS EACH SIDE TO "NNER ARTITICN PANELS 
02-47!-57 & 02-47.-222. (SCREWS ORIVEN 
FROM INTERIOR S.D- OF PAKELS. 


STEP-35._ . 

: ————"_ INSTALL SLEEVE 02 472- 14 (2) REQ'D. SLEEVE 

4 4 “cd A 4 C2-47) 222 SLIPS OVER LOWER FRONT EDGE OF INNER PAR- 

PART. PANEL ey Pe: ere i 7 PART, PANEL TIMOR PANE! § C2AT87 2 -O8-ATE BRE 
(REF) if ” Grate: a : +h ) : 3 : SIE DETAIL”B"OW@.EM~ | 35.1. 


STEP-36: 


f ‘4 ’ STEP-32 | INSTALL SMAL. VANITY UNITS O2-441-25L.H. 
a —— : AllD O2-44-26R.H, ADJUST LEVELLING 
02-452 wy : ; ; : 


| TA & ; . SCAEWS TO RAISE GABINETS RIGIOLY AGAINST 
apo) j (SY LOWER EDGE OF M.RROR SUPPORT CHANNEL, 
02-472: m/ f- / lear H INSTALL SHELF 02-472-195 PER DETAIL “C” 


SIE EM-02-S-63 1, USIKG HO.8-5 X 3/8 
TAPPING SCREWS "ATTACH SHELF TO ANOLES 
Of SIDE PANELS OF SMALL VANITY UNITS. 


02-471-103 
MIRROR SUPP'T. 
CHANNEL 
 O2-471-217 
StHPPIHG ASSEN. 





02.472-04 
STEP- ae amt \ 92- ain SLEEVE 


02-441-25L.H. Z 02-441-26R H. 
VANITY SHIPPING VA)TY SHIPPING ERECTION : MANUAL 
ASSEMBLY ASSEMBLY divce ae ALLATION-SMALL VANITIES, 


ELF & MIRRORS-ASSEM.N2 5 _- 
FIG.~6 pretties By [ DATE EFF. 100i 
pL Dae i-& SUB. 
VIEW TAKEN FROM BED ROOM N&i LOOKING TOWARD LIVING ROOM Se ee ee 
- . 5 ORAWING RUNBER 


EM-02-S-62.} 


CS CORPORATION 
















SEGTION-"A-A" 


02-452-37 
: MIRROR 


02-472-134 


L$68-58. 
SOREW 


OETAIL ay : 





O2-471-57 


. PACKAGE a ll 
IN Of 471-23! 
SHIPPING ASSEN. 


PARTITION PANEL 


i Lu. O. DA 
| Np-coa_lero-an 






02-472-195 
{VANITY SHELF 


L¢204~-6B 
SSREW 





02-44 i-25L.H. 
VANITY 


DETAIL “GC” 
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CONPORATION 
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INS TALLATION-SMALL VANITIES 
SHE'LF & MIRROR DETAILS-ASSEM.N2 5 


peas ew 
RL. 8. | 6-10-49 1001 & SUB. 
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02-352-15 (REF) 
CORNER MOLDING 







REAR OF HOUSE 
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_LOSATION OF BATH VANITY 
NOTE; 


FIELD orien”, (167) HOLE IN EACH GUSSET. 
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NX 
SiS Sh Nears a nh cr Be he 









/ LOCATE AND LEVEL CABINET. DRILL 51 L120) 
~ 7 HOLE IN WALL PANEL THRU HOLE IN GUSSET. 
~Z 7 ATTACH CABINET TO WALL USING LS2¢ 4-108 SCREWS, (4). 
~ —s 
a Ry 


/ 






-. —f OSTRY 


: t cD CORPORATION 
02-441-24 wee ERECTION 


; BATHROOM VANITY BASE 
eA Aa eee SHIPPING ASSEMBLY 


iotecas | S61 & SUB, 
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02-461—120 
LARGE CABINET 
















x 20 x9. HEX.BOLT 
Natl S108) 

“ LOCKWASHER 
* (15431-4168 } 
(2 EA. REQD.) 


Fig-12x3_ TAP. SCREW 
(ts205=68 

02-462-46 WASHER 

(2 EA. REQD.} 


widens OF LARGE CABINET FASTENING TO KITCHEN 
WALL 


i vv 














20x95, HEX.B0LT 
(k$4.. 108) 


gt LOGKWASHE 
: rer 468 
(2EA.REQO.) 







#r0-12 xg TAP. SCREW 
{ts205-68) 

02-462-46 WASHER 

{2 EA. REQD.) 


DIAGRAM OF SMALL CABINET FASTENING TO KITCHEN WALL 


RELEASE nO. OATE 
NP-667 [5-16-49 








—... J TSTRON. 


CORPORATION. 


ERECTION MANUAL 
INSTAL}.ATION-LARGE AND SMALL 
KITCHEN WALL CABINETS 


PREPARED de Se SelB SUe 
Ww. CG. 5-13-49 W BER 


EM- 02- -U-901 


TETLE 


RELEASE NO. | DATE 
NP-671 16-24-49 














Stil 
NOTE: 
FOR ASSEMB -Y AND INSTALLATION DETAILS 
4 SS 
SS LT RUN — 
MANU: 








KITCHEN SIDE DINETTE SIDE : 
; . KIVGHEN-D'NETTE CABINET 
FINAL INSTALLATION 


PREPARED BY FF 561 & SUBS, 
nb SO (lot dete DRAWING NUMS 


|_| EM-02- V- 10.1. 
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02- 461-124 
TOP ASSEMBLY 











STEP N° 3 


STEP N° 4 


= _—— 


Tint toi Po 

| 
HAL ol Hil of |_I 
een 200 ee Soe 





02- 461-60 DOOR ASSEN, 





(2) REQ., END 


(1) REQ., GENTER 





STEP N° 4 


02-461-58 DOOR ASSEM. 





(3) REQ, RIGHT HAND 
02-461-100 DOOR ASSEM. 


__{1) REQ , LEFT HAND 


02-461-123 
BOTTOM ASSEMBLY 


02- 461-35 


02- 462-140 
ENO PANEL 


STEP N° 2 BOTTOM SHELF 


02- 461-104 DOOR ASSEM. 


RELEASE NO. | DATE 
NP - 67) 5-24-49 


STEP N° J 


ASSEMBLE TOP ASSEM. TO BOTTOM ASSEM, AND FASTEN AT EACH 
END WITH : : 
(4) 1/4-2Q9X 5/6" HEX HEAD 8OLT (LS4 108} 
(41 1/4 MEDIUM SP"ING LOCKWASHER (19431-416B) 
(4) 1/4-20 HEX NUT (18403- 4B) 
TIGHTEN BOLTS 10 FINGER T:GHTNESS ONLY UNTIL ENTIRE UNIT 
IS ALIGNED AND LEVEU.LE ». . 
SEE DETAIL “A” PAGE EM-02-V-30.). 


STEP N% 2 





TO INSTALL END PANEL, INS ERT 

(16) 02-452-124 SPRING CLIP ; 
INTO SLOTS IN TOP ASSEW END PANEL. SNAP FINISH PANEL IN- 
TO POSITION OVER CLIPS AN * SEGURE WITH , 

(23) 6-15 X 3/6° TA PING SCREW (19204-68) 
BEFORE FINISH PANEL “S -YS -¢LLED, REMOVE AND DISCARD BOLTS 
WHICH HOLO TOP FAG'NG P/NE S % 461-37 (OINETTE SOE) AND 
02-46!-I11 (KITCHEN SIDE) 70 cND PANEL, REPLAGE WITH TAPPING 
SGREWS WHEN FINISH PAN=L S$ IN-TALLED. 
SEE DETAIL “B” PAGE EM-1)2-V-30+ 


STEP N¢ 3 


POSITION CABINET AND RENOVE LOWER SHELF ON KITGHEN SIDE 
(002-462-140), SECURE GABINET TO WALL STRUGTURE AT TOP 
ANO BOTTOM, USING . eae 

(4) 1/4-20% 1-3/0" HE* HEAD BCLT (LS4-208) 

(4) 1/4 FLAT WASHER. LARGE (L3436- 4163) 
INSTALL O2- 462-140 SHELF, USING 

46) 6-15 X 3/a" TIPP:NG SCREW (1204-68 ) 
SEE DETAIL "CG" PAGE EM 02-/-30.". 


STEP Ni 4 


THE FOLLOWING INSTALLATION PROCEDURE 19 TYPICAL FOR EACH 

OF (5) SLIDING DOORS. 

ATTACH (1) 02-462-164 SLIDER TO EAGH UPPER, INSIDE CORN- 

ER OF DOOR, USING- 
(2).10 X 5/8" ‘APPING SCREW (LS205-10B) 

PER SLIDER, AS SHOWN 

INSTALL DOOR IN CAO'INET. ADJUST SLIDER VERTICALLY, AND 

TIGHTEN SGREWS. 

SEE DETAIL "0" PAGE EM-32- 30.1. 
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- DRAWING NUMBER 
| EM-02-V-20.1 











RELEASE NO, DATE 
NP-675 5-25-49 


TO FAN 



















TOP CHORD 
GUSSET. 
PLATE TRUSS 
ae i ; 02-351-90 PANEL ASS'Y, (REF) 
“BAG WIRED TO TRUSS 
ANGLE 
ss tere 02-01-26 (REE) 
02-611-26 SAFETY SWITCH en TO FURNACE 
TOP RUNNER 02-612-70 SAM.FUSTAT 
. 02-612-69 ADAPTER 
RTT OFAN 02-601-9 BRACKET 


FASTEN TO WALL STUD 
WITH (3)"8 X 6/8 TARSGR 























LP “1S244..0B 
ft SECURE BAG TO SCUTTLE CONNEGTOR 02-612-:0 BOX 
HOUSING WITH TAPPING SCREWS peeiues SGI es ‘ ed he 
SEE DETAIL A. 02-612-68. SWITGH LATE ed ees WASHER 
: AND"I0—24 X 5/8 MACH.SGR. 
FOR CABLE SEE DETAILS" DETAIL'C’ (870-108) 
VIEW LOOKING AT PLUMBING 
VIEW OF ATTIG FAN INSTALLATION WALL FROM INSIDE UTILITY RM. : 
LOOKING AT REAR OF HOUSE FROM ; OF REAR WALL 
"RIGHT SIDE ie Ne 
THREAD TABLE ne 
: OPENING AT TO > SPACER Sw 
02-612-16 CONNECTOR OF WALLSTRU!T.GONHECTION ae 
SEGURE GABLE TO FRAME. oA, fr, f SERS 
WIRE WITH 02-612-19 GLAMPS TO ya f . 
PREVENT INTERFERENGE 
WITH FAN. 
FRAME OF VERTICAL STUD 
MEMBER IN TRUSS 
*8 x 5/8 _ ASSY. 
* sEnes 
(LS 244-40) 1103 CABLE SEE DETAIL"C" 


SECURE CABLE TO TOP RUNNER 
WITH 02-61249 CLAMPS AS REQD. 











SEGURE CABLE TOSTUD 
Fal fiusr pe wstauweD BE INSTALLED WITH 02-612-I9 CLAMPS-* 


BEFORE CEILING PANELS NOTE-SMALL PARTS ARE SHIPPED It 
ARE INSTALLED. : 02-801-178 PACKAGE ASSY FAN, 
a CABLE, PANEL & 02-801-178 PXG. 
ASSY. ARE SHIPPED AS 02-801-179 
 DETAIL"B" ATTIC VENTILATING FAN KIT. 
FAN KIT 1S AN AGGESSORY ITEM 


CORPORATION 
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“PTT INSTALLATION 
ATTIG FAN 
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GEMENT ©N LI 


GHALK, LINE 


FIG. | 


NES LEAVING 


APERTURES AT .NTERSEGTION 


AND. ENOS FOR 
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REFERENGE 


notcH? wine? veep 


FIG. 5 








+ BETWEEN NOTCHES 





B : 
ee cn i 
B . 


FIRST TILE 





TOOLS NEEDED 


LINOLEUM KNIFE 
PUTTY KNIFE 
BLOW-TORGH, § QT. GAP. 
CHALK & CHALK LINE 
HAND ROLLER, 
ADHESIVE SPREADER 
6 FT. RULE 

2 FT. GARPENTERS SQ. 








REL.NO. | DATE 
| 
ASPHALT TILE FLOORING _ 
INSTRUCTIONS FOR INSTALLATION 

| - INSTALL FLOOR TILE AFTER OTHER TRADES HAVE COMPLETED THEIR WORK. — 

2- GLEAN FLOORS THOROUGHLY. 

3- CHALK LINE ROOM BOTH WAYS AS SHOWN IH FIGS. 1.8 2. 

4~ TROWEL N2 1000 FLOOR TiLE GEMENT OVER LINES AND ALLOW TO DRY FOR ONE-HALF 
HOUR.ASEE FIG, 3.) RE-SNAP LINES ON 10P OF AOHES!I.E TO BE USED AS WORK- 
ING LINES, SPREAD GEMENT OVER ONE 1.ALF OF ROOMISEE FIG. 4), ANO ALLOW 
ADHESIVE TO DRY UNTIL IT BECOMES'TASKY: APPLY ADHESIVE WITH NOTCHED 
SPREADER {FIG. 5), BEAR DOWN HARD £0 THAT ONLY THE ADHESIVE OOZING THR- 
OUGH NOTCHES REMAINS ON FLOOR. DO NOT USE STRAIGHT-EDQED TROWEL. 

D~-ONE GAL.OF ADHESIVE WILL COVER APPL:OX, 126 SQ.FT. 

G~ START LAYING TILE FROM THE CENTER-LIIE INTERSECTION (F:¢. 4) ANO CONTINUE 
TO LAY TILE IN A SEMI-GCIRGLE, WORKING ON TOP W:.EN SUFFIGENT TILE 1S LAID. 

7~- TO GUT, IF TILE-GUTTER 1S NOT AVAILA 3LE, WARM TILE AND CUT WITH SHARP 
LINOLEUM KNIFE. BLOW-TORCH OR OTHE! MEANS OF HEAT MAY BE USED. DO 
NOT OVER-HEAT. 


INSTRUCTIONS FOR INSTALLING BASE COVE. 

I— INSTALL AFTER FLOOR TILE HAS BEEN LAID. 

2 - ASPHALT BASE COVE GAN BE BENT AROUND CORNERS BY HEATING UNTIL PL.ABLE 
IF (7 BEGOMES BLISTERED, RO-L OUT B.)STERS WI:H A ROLLER DIPPED IN 
GOLD WATER. 

3- SPREAD N® 1005 BASE GOVE CEMENT W TH NOTCHED SPREADER SPREAD ON 
PORGELINE PANELS IF GREATER ADHERENCE IS NECESSARY 
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OESGAIPTION - 


DIRECTIONS FOR LAYING TILE: 
GRAY TILE 


ASPHALT TILE MUST BE LAID OVER SMOOTH FLOORS FREE FROM 


OILS, GREASE, LUMPS OR FOREIGN MATTER. 


COAT OF PATCHING MA“ERIAL WILL BE NEGESSARY,- OR SURFACE 
ERECTION 


00 NOT USE GASOLINE. TURPERTINE, BENZINE, OI). GASC WAX OR 
iN THE EVENT THE STEEL TROWEL SLAB IS NOT SMOOTH, SKIM 
GRIND HIGH SPOTS. 


SEALED IW ADHESIVE. IF MOISTURE APPEARS WITHIN 24 HRS. 
OTHER MINERAL SP RI[S SOLVENT ON ASPHALT TILE 


AT LEAST 24 HRS. BEFORE USING. ROOM TEMP SHOULD AE 70° 
OR HIGHER OURING INSTALLATION AND FOR SEVERAL DAYS 
ASPHALT TILE MUST AOT DE LAID ON "GREEN" GONGRETE. TEST 

: FOR MOISTURE BY PLACING ONE TILE FAGE DOWN ¥ITH EDGES 
TILE SHOULD NOT BE 1.A1D. 


ASPHALT TILE SHOULD) BE STORED IN A PLAGE AT 70° TEMP. 
FOLLOWING, 


HANDLE WITH GARE TU AVOID BREAKAGE. 


@. ESTIMATED KEN BASE ADAESIVE 2 GAL. ® 
KENTILE ADHESIVE 8 GAL. PER HOUSE 


46 GF-9 TILE-TEX 5 GAL. PEI! HOUSE 
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E3- GRAY TILE 
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BE STAGGERED. 


NOTE: TILE PATTERN To 
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BAY & LARGE BATHROOM KITCHEN 








ii ti] 
52.50" 3713 34.50 40.5) 
TYPICAL DIMENSIONS FOR ALL ; TYPIGAL DIMENSIONS TYPICAL DIMENSIONS 
LARGE WINDOWS & BAY WINDOW. FOR BATHROOM WINDOW. : FOR KITCHEN WINDOW, 


NOTE: 
ALL DIMENSIONS GIVEN ABOVE ARE 
INSIDE FACE DIMENSIONS OF HEAD, 
JAMB, & SILL PANELS. 












_ SMALL WINDOWS IN BEDROOMS ARE | ® 
SAME SIZE AS KITCHEN WINDOWS 
AFTER HOUSE NO.425. 
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STEP NO.| 


INSERT GRIMP NUT 02-602-48 INTO 
HOLE AT TOP OF WINDOW JAMB PANELS. 
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COMPLETED INSTALLATION 














STEP NO.2 


POSITION BRAGKET ASSEMBLY 02-451-27L 
AND 02-451-27R. 

SEGURE WITH (1) LS90-12G {NO.10-24 X3/, 
FLAT HEAD MAGHINE SCREW. 
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